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Executive  Summary 

The  Naval  Health  Research  Center  (NHRC)  has  used  its  modeling  and  simulation  (M&S) 
expertise  to  develop  and  update  conventional  U.S.  Air  Force  medical  assets  since  2004.  Air 
Force  medical  modeling  capabilities  currently  capture  care  and  treatment  of  the  sick  and  injured 
from  the  first  responder  through  theater  hospitalization. 

The  objective  of  this  study  was  to  leverage  medical  M&S  advantages  to  provide 
recommendations  for  allowance  standard  (AS)  configurations  based  on  the  Air  Force 
Expeditionary  Medical  Support  +25  (EMEDS+25)  operational  and  clinical  requirements.  NHRC 
analysts  reviewed  the  EMEDS+25  Unit  Type  Code  (UTC),  analyzed  clinical  requirements  with 
subject  matter  experts,  and  used  M&S  tools  to  develop  an  updated  operationally-based  and 
patient-driven  recommended  93 8C  line  list. 

The  UTC  capabilities,  operational  requirements,  and  materiel  solutions  were  identified, 
addressing  issues  of  modernization,  clinical  requirement,  standardization,  and  redundancy.  In 
this  study,  important  enhancements  were  made  to  meet  clinical,  modernization,  and 
standardization  needs.  In  addition,  redundant  items  were  identified  and  proposed  for  deletion.  In 
summary,  the  updated  AS  for  the  EMEDS+25  shows  a  recommended  weight,  cube,  and  cost  for 
each  clinical  functional  area. 

Modeling  a  medical  system  like  the  EMEDS+25,  with  a  range  of  capabilities  and  functional 
areas,  validates  the  materiel  solutions  for  each  UTC.  It  is  effective  in  facilitating  AS  reviews  that 
focus  on  advancing  the  mission,  operational  requirements,  and  capabilities  of  these  agile, 
deployable  medical  resources. 
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Introduction 

The  Naval  Health  Research  Center  (NHRC)  has  used  its  modeling  and  simulation  (M&S) 
expertise  to  develop  and  update  U.S.  Air  Force  medical  capabilities,  allowance  standards 
(AS),  and  surgical  subspecialty  Unit  Type  Codes  (UTC)  since  2004.  Air  Force  medical 
units  must  remain  small,  light,  and  flexible.  Based  on  the  success  of  previous  work,  the 
Air  Force  asked  NHRC  to  conduct  a  study  of  the  Expeditionary  Medical  Support  +25 
(EMEDS+25)  (Konoske,  2009).  This  report  details  the  clinical,  medical  materiel,  and 
staffing  requirements  to  support  an  EMEDS  +25. 

The  U.S.  Air  Force  Medical  Services  are  faced  with  a  wide  range  of  potential  scenarios, 
from  providing  war  fighters  forward  resuscitative  care,  to  assisting  civilian  populations 
during  humanitarian  relief  operations.  Air  Force  planners  and  UTC  developers  have 
closely  followed  the  Joint  Vision  2010  concept  of  providing  highly  mobile  medical 
resources  that  have  a  minimal  logistic  footprint,  without  compromising  capability  (Office 
of  the  Joint  Chiefs  of  Staff,  1998).  Additionally,  guidance  provided  by  the  Joint  Vision 
2020  calls  for  a  more  scientific  approach  that  leverages  existing  infonnation  technologies 
to  support  modern  operational  capabilities  (Office  of  the  Joint  Chiefs  of  Staff,  2000). 
Emphasis  on  mobility  and  capability  result  in  a  modular  approach  to  prepare,  plan,  and 
deploy  the  EMEDS+25. 


Method 

The  NHRC  method  of  modeling  medical  supply  requirements  was  developed  to  establish 
and/or  review  medical  inventories  for  various  levels  of  care.  The  aim  is  to  give  clinicians 
in  the  field  the  needed  materiel  to  provide  the  best  care  possible,  while  still  maintaining 
as  small  a  logistical  footprint  as  possible.  This  is  accomplished  through  a  process  that 
begins  with  the  identification  of  likely  patient  types  to  be  encountered  by  a  particular  type 
of  medical  treatment  asset,  including  combat  wounds,  non-battle  injuries,  and  illnesses. 
International  Classification  of  Diseases,  Ninth  Revision  (ICD-9)  coded  patient  conditions 
that  have  been  selected  by  the  Defense  Medical  Materiel  Program  Office  are  used  for  this 
purpose.  Figure  1  illustrates  the  NHRC  processes  used  when  developing  an  M&S 
package. 


Figure  1.  An  example  of  the  NHRC  AS  review  process. 
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Subject  Matter  Expert  Guidance 

Subject  matter  expert  (SME)  input  is  essential  to  the  refinement  and  validation  of 
assumptions  regarding  equipment  and  supply  associations,  and  the  range  and  scope  of 
patient  types. 

Patient  Stream 

To  detennine  the  initial  supply  and  equipment  requirements,  NHRC  analysts  developed  a 
scenario  depicting  the  range  and  types  of  patients  that  would  be  seen  and  treated  at  a 
deployed  military  treatment  facility.  The  Patient  Condition  Occurrence  Frequency 
(PCOF)  tool  is  used  to  generate  a  patient  stream  that  is  comprehensive  in  both  the  range 
of  patient  types  and  the  frequency  at  which  they  present.  The  EMEDS+25  scenario  was 
chosen  as  representative  for  this  study.  Using  a  Poisson  process  and  the  rates  provided  by 
the  PCOF  tool,  the  patient  stream  was  developed  to  realistically  emulate  the  medical 
demands  consistent  with  the  chosen  scenario. 

Using  a  7-day  patient  stream,  medical  supplies  for  EMEDS+25  were  generated  using  the 
Enterprise  Estimating  Supplies  Program  (EESP),  with  an  average  throughput  of  294 
patients  were  selected  for  a  7-day  period.  Due  to  the  random  nature  of  the  Poisson 
process,  the  number  of  selected  patient  types  rarely  exactly  matches  the  number  of 
patients  in  the  chosen  scenario,  but  is  representative  of  the  stochastic  nature  of  patient 
presentations. 

Expeditionary  Medical  Knowledge  Warehouse 

The  patient  stream  is  input  to  the  Expeditionary  Medical  Knowledge  Warehouse 
(EMedKW)  program  to  perform  M&S.  EMedKW  is  composed  of  the  EESP,  the  Tactical 
Medical  Logistics  Planning  Tool,  and  the  Re-Supply  Validation  Program.  EMedKW  is  a 
service-oriented  architecture  system  designed  to  protect  and  organize  medical  data. 
EMedKW  provides  the  ability  to  estimate  the  equipment  and  consumable  items  needed  to 
treat  a  particular  patient  distribution,  while  also  tracking  inventory  to  monitor  mission 
readiness.  Within  EMedKW,  the  tasks  required  to  treat  each  injury  or  illness  are 
identified  and  matched  with  the  required  equipment  and  consumable  items.  Analysis  and 
review  of  the  output  infonns  the  appropriate  modifications  to  the  line  list  for  review. 

The  following  example  illustrates  this  data  structure  (see  Figure  1).  Here,  ICD-9  code 
800.00 — a  closed  fracture  of  the  skull  vault,  without  intracranial  injury — is  being  treated 
in  the  USMC  service  branch,  at  the  Forward  Resuscitative  Care  medical  echelon,  and  in 
the  triage/pre-operative  functional  area.  The  task  profile  specifies  several  steps,  among 
which  is  “Insert  Endotrach  Tube.”  Execution  of  this  step  requires  specific  medical 
equipment  and  supply  items,  a  few  of  which  are  listed  here. 
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Figure  2.  An  example  of  NHRC’s  modeling  process  with  ICD-9  code  800.00. 

Findings 


Emergency  Room 

A  model  of  the  Air  Force  Emergency  Room  (ER)  supplies  and  equipment  package  was 
built  for  the  EMEDS+25  ER.  This  allowance  standard  augments  an  already  existing 
robust  ER  capability.  The  patient  stream  was  used  to  simulate  the  materiel  requirements 
for  the  range  of  pre-surgical  cases  and  non-surgical  injuries  and  illnesses  that  would 
typically  be  seen  and  treated  by  an  EMEDS+25  ER  in  a  7-day  period.  The  patient  stream 
is  shown  in  Appendix  A. 

Capabilities 

This  UTC  provides  personnel  and  equipment  for  24-hour  operations,  to  include  complex 
medical/surgical  nursing  care  for  non-life  threatening  situations,  emergency  medical 
services  response,  Advanced  Cardiac  Life  Support,  Advanced  Trauma  Life  Support 
procedures,  and  minor  surgical  stabilization  procedures.  Staffing  is  shown  in  Table  1. 


Table  1 
ER  Staffing 


AFSC  description 

AFSC 

Qty 

Emergency  services  physician 

044E3 

1 

Clinical  nurse  (emergency) 

046N3J 

1 

Aerospace  medicine  technician  CFMN 

4N051/4N071 

3 
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Quantity  Differences 

There  are  no  medications  or  durable  line  items  in  the  938CA  AS.  There  are  no  changes  in 
the  equipment.  The  most  notable  difference  was  a  reduction  in  blankets  from  seven  to 
one. 

Clinical  requirements  called  for  line  items  from  other  functional  areas  within  the 
EMEDS+25  938C.  The  bulk  of  the  consumables  were  drawn  from  the  938CK  Logistics 
and  all  medicinals  were  drawn  from  the  938CE  Pharmacy  functional  area  (FA).  These 
requirements  are  included  in  the  overall  EMEDS+25  model.  Quantities  called  for  from 
these  other  FAs  will  be  aggregated  in  a  separate  line-item  list. 

Recommended  changes  to  EMEDS+25  ER  AS  are  based  on  clinical  requirements.  The 
resultant  recommended  changes  produce  a  1%  decrease  in  overall  weight,  a  20% 
decrease  in  volume  (cube),  and  a  15%,  or  $395,  cost  decrease  when  compared  to  the 
existing  AS.  Modeled  cost  for  the  EMEDS+25  ER  is  $2,200.  Table  2  shows  an  overview 
of  the  changes  by  category.  A  detailed  listing  of  the  ER  AS  recommended  changes  is 
provided  in  Appendix  B. 


Table  2 

ER  Weight,  Cube,  and  Cost  Analysis 


Category 

Weight  (lbs) 

Cube  (cu  ft) 

Cost 

938CA  equipment 

42.50 

3.43 

$951.85 

EESP  equipment 

42.50 

3.43 

$951.85 

Difference 

0.00 

0.00 

$0.00 

Percent  change 

0.00% 

0.00% 

0.00% 

938CA  consumables 

45.68 

19.00 

$1,649.98 

EESP  consumables 

46.31 

21.10 

$1,630.43 

Difference 

$0.63 

$2.10 

-$19.55 

Percent  change 

1.38% 

11.05% 

-1.18% 

938CA  totals 

88.18 

22.43 

$2,601.83 

EESP  totals 

88.81 

17.90 

$2,206.12 

Difference 

0.63 

-4.53 

-$395.71 

Percent  change 

0.71% 

-20.20% 

-15.21% 
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Anesthesia,  Operating  Room,  Central  Sterile  Supply 

A  model  of  the  Air  Force  Anesthesia,  Operating  Room  (OR),  and  Central  Sterile  Supply 
(CSS)  supplies  and  equipment  package  was  built  for  the  EMEDS+25  OR.  This  allowance 
standard  augments  an  already  existing,  robust  OR  capability.  The  patient  stream  was  used 
to  simulate  the  materiel  requirements  for  the  range  of  surgical  cases  that  would  typically 
be  seen  and  treated  by  an  EMEDS+25  OR  in  a  7-day  period.  The  patient  stream  is  shown 
in  Appendix  C. 

Capability 

A  second  operating  table  and  lights,  anesthesia  machine,  and  additional  surgical 
equipment  and  supplies  are  provided  at  this  increment.  The  OR  is  capable  of  perfonning 
20  major  surgeries  or  20  non-operative  trauma  resuscitations  in  72  hours.  The  second 
operating  table  requires  an  additional  100  square  feet  of  space  for  a  second  operating 
team.  The  two  operating  room  tables  are  located  adjacent  to  each  other.  The  EMEDS 
Surgical  Augmentation  Team  (UTC  FFEP5)  provides  five  additional  surgical  personnel 
to  support  two  full  operating  teams.  Staffing  is  shown  in  Table  3. 


Table  3 

Surgical  Augmentation  Team  Staffing 


Position  title 

Air  Force 
specialty  code 

Qty 

Surgeon 

045S3 

1 

Nurse-anesthetist 

046M3 

1 

Operating  room  nurse 

046S3 

1 

Surgical  service  craftsman 

4N171 

2 

CSS  is  located  adjacent  to  the  OR  and  is  responsible  for  issuing  and  storing  small 
instrument  sets  for  use  in  the  intensive  care  unit,  emergency  medicine,  dental,  medical 
ward,  and  flight  medicine  areas.  These  sections  are  responsible  to  pick-up  and  return  their 
own  instruments. 


Quantity  Differences 

There  were  no  items  recommended  for  deletion  or  addition  based  on  the  EMEDS+25  AS. 
There  are  12  individual  line-item  changes.  Two  of  these  items  are  recommended 
decreases,  AA  batteries  from  24  to  one  and  cartridge  infusors  from  five  to  one.  Ten  line- 
items  are  recommended  increases,  for  example  splinting  materiel  from  one  to  15  and  gel 
foam  from  one  to  two  packages.  Examples  of  standardization  of  materiel  are  found  in  the 
osteotomes  that  are  also  present  in  the  AS  for  the  Maxillofacial  surgical  sub  specialty 
UTC  and  wrapper,  sterilization,  green  36x36  green  found  in  a  range  of  surgical  UTCs  to 
include  the  EMEDS+10  and  the  Maxillofacial  surgical  sets. 
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No  changes  in  the  equipment  category,  for  weight,  cube,  or  cost  were  realized.  Of  the  322 
items  studied,  258  are  equipment.  There  are  no  medicinal  line  items  carried  in  these  ASs. 
All  medications  are  obtained  through  the  EMEDS+25  Pharmacy  FA. 

Consumable  items  increased  modestly  in  weight,  cube,  and  cost.  Table  5  provides  an 
overview  of  the  changes  in  the  AS  by  category.  Detailed  AS  changes  for  Anesthesia,  OR 
and  CSS  are  provided  in  Appendices  D,  E,  and  F,  respectively. 


Table  4 

Anesthesia,  OR,  and  CSS  Weight,  Cube,  and  Cost  Analysis 


Category 

Weight  (lbs) 

Cube  (cu  ft) 

Cost 

93  8C  AS  equipment 

1345.32 

192.03 

$246,161.94 

EESP  equipment 

1345.32 

192.03 

$246,161.94 

Difference 

0.00 

0.00 

$0.00 

Percent  change 

0.00% 

0.00% 

0.00% 

93  8C  AS  consumables 

192.52 

56.28 

$28,686.05 

EESP  consumables 

233.22 

61.40 

$34,863.45 

Difference 

40.70 

5.13 

$6,177.40 

Percent  change 

21.14% 

9.11% 

21.53% 

938C  AS  total 

1537.84 

248.31 

$274,847.99 

EESP  total 

1578.54 

253.43 

$281,025.39 

Difference 

40.70 

5.13 

$6,177.40 

Percent  change 

2.65% 

2.06% 

2.25% 

Ward 

A  model  of  the  EMEDS+25  Ward  was  built  with  input  from  clinical  SMEs.  The  core  AS 
(938CS)  was  augmented  using  supplies  and  equipment  primarily  from  the  Logistics  and 
Phannacy  FAs  within  EMEDS+25.  For  this  scenario,  a  robust  patient  stream  was 
developed  using  the  PCOF  tool  and  patient  occurrence  data  from  Operation  Iraqi 
Freedom. 

Capability 

The  Ward  at  the  EMEDS+25  configuration  provides  25  inpatient  beds  capable  of  giving 
medical  and  dental  care  for  7  days  in  an  austere  environment  without  re-supply.  The 
Ward  is  staffed  with  an  additional  two  clinical  nurses,  two  aerospace  medicine 
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journeymen,  and  one  aerospace  technician  superintendent.  Total  nursing  staff  consists  of 
six  clinical  nurses  and  17  aerospace  technicians.  Table  6  shows  the  total  nursing  staff, 
including  the  EMEDS+25  nursing  staff  augment. 


Table  5 
Ward  Staffing 


Position  title 

AFSC 

Qty 

Clinical  nurse 

046N3 

6 

AE  technician  superintendent 

4N091 

1 

Aerospace  medical  services 

4N051/4N071 

16 

The  Ward  is  heavily  reliant  on  the  presence  and  availability  of  medical  supplies  and 
materiel  from  other  FAs  within  EMEDS+25 — most  notably  from  the  Logistics  and 
Pharmacy.  The  requirements  drawn  from  these  FAs  provide  the  necessary  additional 
medication  and  medical  materiel  typically  required  for  the  Ward  FA. 

The  patient  stream  represents  the  scope  and  range  of  patients  appropriate  for  this  level  of 
care.  A  total  of  85  patients,  representing  56  ICD-9  codes,  were  treated  during  the  7-day 
scenario.  The  scenario  keeps  with  the  tactics,  techniques,  and  procedures  for 
EMEDS+25,  and  assumes  that  patient  medical  evacuation  is  readily  available  and  hold 
times  are  minimal.  The  patient  stream  is  shown  in  Appendix  G. 

Quantity  Differences 

There  are  no  recommended  additions  or  deletions  for  the  938CS.  Sodium  chloride 
irrigation  fluid  is  the  only  recommended  increase  for  medications.  Consumables 
decreased  by  almost  33%,  primarily  due  to  fewer  exam  gloves.  The  weight,  cube,  and 
cost  differences  across  the  categories  are  found  in  Table  7.  Appendix  H  provides  a 
detailed  listing  of  each  line  item,  and  reports  the  status  and  recommended  quantities 
based  on  the  scenario. 


Table  6 

Ward  Weight,  Cube,  and  Cost  Analysis 


Category 

Weight  (lbs) 

Cube  (cu  ft) 

Cost 

938CS  equipment 

2057.02 

220.75 

$175,457.26 

EESP  equipment 

2057.02 

220.75 

$175,457.26 

Difference 

0.00 

0.00 

$0.00 

Percent  change 

0.00% 

0.00% 

0.00% 

938CS  medications 

75.84 

8.00 

133.61 
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Category 

Weight  (lbs) 

Cube  (cu  ft) 

Cost 

EESP  medications 

108.84 

11.00 

158.09 

Difference 

33.00 

3.00 

$24.48 

Percent  change 

43.51% 

37.50% 

18.32% 

938CS  consumables 

178.36 

43.05 

7480.05 

EESP  consumables 

154.02 

29.07 

5015.13 

Difference 

-24.34 

-13.98 

-$2,464.92 

Percent  change 

-13.65% 

-32.48% 

-32.95% 

938CS  total 

2311.22 

271.80 

$183,070.92 

EESP  total 

2319.88 

260.81 

$180,630.48 

Difference 

8.66 

-10.98 

-$2,440.44 

Percent  change 

0.37% 

-4.04% 

-1.33% 

Laboratory 

The  EMEDS+25  Laboratory  equipment  and  supplies  were  modeled  using  EESP.  The 
EMEDS+25  Laboratory  (938CF)  AS  builds  upon  the  EMEDS  Basic  AS  and  EMEDS+10 
Laboratory  AS.  One  laboratory  officer  (043T3A)  and  one  additional  laboratory 
technician  (4T05 1)  provides  more  depth  in  this  FA. 

Capabilities 

The  EMEDS+25  Laboratory  performs  comprehensive  laboratory  procedures  and  basic 
microbiology.  An  additional  chemistry  analyzer  provides  multiple  chemistry  analyses  in 
a  13 -test  panel. 

Quantity  Differences 

There  are  no  Laboratory  recommended  deletions.  Two  items  are  recommended  increases: 
the  test  blood  disc  for  the  Piccolo  from  one  to  five  packages,  and  the  panel  basic 
metabolic  for  use  with  the  Piccolo  from  one  to  two  packages.  Seventeen  items  are 
recommended  to  decrease.  The  most  significant  recommended  decreases  are  the  culture 
medium  MACC  by  5  bottles  and  culture  medium  Mueller-Hinton  blood  agar  by  five 
packages. 

The  938CF  decreased  in  cost  by  $500,  weight  by  2%,  and  cube  by  6.5%.  A 
comprehensive  analysis  is  shown  in  Table  8.  The  specific  changes  are  listed  in  Appendix 
I. 
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Table  7 

Laboratory  Weight,  Cube,  and  Cost  Analysis 


Category 

Weight  (lbs) 

Cube  (cu  ft) 

Cost 

938CF  equipment 

860.81 

54.99 

$43,184.36 

EESP  equipment 

860.81 

54.99 

$43,184.36 

Difference 

0.00 

0.00 

$0.00 

Percent  change 

0.00% 

0.00% 

0.00% 

938CF  consumables 

166.57 

94.22 

$7,971.94 

EESP  consumables 

143.82 

84.38 

$7,462.96 

Difference 

-22.75 

-9.84 

-$508.98 

Percent  change 

-13.66% 

-10.44% 

-6.38% 

938CF  totals 

1027.38 

149.21 

$51,156.30 

EESP  totals 

1004.63 

139.38 

$50,647.32 

Difference 

-22.75 

-9.84 

-$508.98 

Percent  change 

-2.21% 

-6.59% 

-0.99% 

Pharmacy 

Capability 

The  EMEDS+25  Pharmacy  FA  provides  greater  infrastructure  and  materiel  support  to  the 
clinical  FAs  than  the  EMEDS  Basic  Pharmacy.  The  EMEDS+25  Phannacy  is  capable  of 
storing  and  dispensing  medications,  enough  for  a  10-day  period,  and  is  staffed  with  a 
phannacist  (043P3).  The  phannacist  is  responsible  for  maintaining  and  accounting  for  all 
medications. 

Quantity  Differences 

There  were  significant  changes  recommended  based  on  the  patient  stream’s  clinical 
requirements.  Each  clinical  FA  has  a  requirement  for  medications  to  be  administered.  The 
Phannacy  materiel  requirements  were  aggregated  across  the  clinical  FAs  within 
EMEDS+25. 

There  were  212  medications  in  this  study.  Of  the  212  medications,  46  were  recommended 
to  be  increased,  while  89  were  recommended  to  be  decreased.  The  operational 
requirement  for  12  medications  did  not  exist,  and  those  have  been  recommended  for 
deletion  without  replacement. 
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The  medications  not  modeled  include  five  used  for  tobacco  cessation,  which  is  not 
considered  an  operational  requirement  in  the  EMEDS+25  tactics,  techniques,  and 
procedures.  Also  removed  were  two  medications  used  as  prophylaxis  against  HIV 
transmission  due  to  occupational  exposure  to  blood.  Aspirin  325  mg  is  recommended  as  a 
deletion  because  of  the  coagulation  complications  in  the  critically  injured.  Aspirin  8 1  mg 
for  use  in  cardio  pulmonary  resuscitation  is  a  recommended  addition.  Table  1 1  provides  a 
weight,  cube,  and  cost  analysis  of  the  Pharmacy  FA.  A  detailed  line  list  is  in  Appendix  J. 


Table  8 

Pharmacy  Weight,  Cube,  and  Cost  Analysis 


Category 

Weight  (lbs) 

Cube  (cu  ft) 

Cost 

938CE  equipment 

37.25 

3.72 

$2,014.20 

EESP  equipment 

37.25 

3.72 

$2,014.20 

Difference 

0.00 

0.00 

$0.00 

Percent  change 

0.00% 

0.00% 

0.00% 

938CE  medications 

1077.75 

231.49 

$58,258.73 

EESP  medications 

666.41 

155.66 

$64,769.01 

Difference 

-411.34 

-75.83 

$6,510.28 

Percent  change 

-38.17% 

-32.76% 

11.17% 

938CE  consumables 

30.50 

2.04 

$535.28 

EESP  consumables 

30.50 

2.04 

$535.28 

Difference 

0.00 

0.00 

$0.00 

Percent  change 

0.00% 

0.00% 

0.00% 

938CE  total 

1145.50 

237.25 

$60,808.21 

EESP  total 

734.16 

161.42 

$67,318.49 

Difference 

-411.34 

-75.83 

$6,510.28 

Percent  change 

-35.91% 

-31.96% 

10.71% 

Logistics 

Capability 

The  Logistics  component  of  EMEDS+25  provides  a  segregated,  environmentally 
controlled  storage  area  for  medical  materiel  and  augments  the  EMEDS  Basic  resupply 
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capability.  This  capability  is  also  responsible  for  the  maintenance  and  repair  of  the 
medical  equipment  organic  to  EMEDS+25.  The  biomedical  repair  equipment  personnel 
are  included  in  the  staffing  and  are  materially  supported  in  EMEDS  Basic;  most  of  the 
tools  used  in  biomedical  repair  are  maintained  and  carried  by  the  technicians,  and  not  part 
of  the  ASs  within  the  EMEDS  systems.  The  Logistics  FA  is  also  staffed  with  personnel 
responsible  for  maintaining  the  reconstitution  of  clinical  areas  in  EMEDS. 

Quantity  Differences 

There  were  noteworthy  changes  in  the  Logistics  AS  based  on  the  supported  FAs’ 
resupply  and  materiel  needs.  The  total  requirement  was  based  on  the  aggregated  materiel 
needs  of  all  the  clinical  FAs  within  EMEDS+25.  As  with  EMEDS  Basic,  if  the  materiel 
requirements  of  line  items  exceeded  the  amounts  available  in  the  clinical  FAs,  these  items 
were  called  from  Logistics.  Unlike  EMEDS  Basic,  items  like  pajamas,  robes,  or  bedding 
were  not  increased  because  laundry  facilities  are  either  organic  to  EMEDS+25  or 
obtained  on  a  contractual  basis.  Table  12  is  a  summary  of  the  weight,  cube,  and  cost 
analysis.  A  detailed  listing  of  the  Logistics  AS  is  provided  in  Appendix  K. 


Table  9 

Logistics  Weight,  Cube,  and  Cost  Analysis 


Category 

Weight  (lbs) 

Cube  (cu  ft) 

Cost 

938CK  equipment 

104.57 

13.26 

$1,253.39 

EESP  equipment 

104.57 

13.26 

$1,253.39 

Difference 

0.00 

0.00 

$0.00 

Percent  change 

0.00% 

0.00% 

0.00% 

938CK  consumables 

27.78 

6.54 

$642.38 

EESP  consumables 

42.21 

7.06 

$811.13 

Difference 

14.42 

0.52 

$168.75 

Percent  change 

51.92% 

8.00% 

26.27% 

938CK  total 

132.35 

19.80 

1895.77 

EESP  total 

146.78 

20.32 

2064.52 

Difference 

14.42 

0.52 

168.75 

Percent  change 

10.90% 

2.64% 

8.90% 
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Conclusion 

M&S  was  used  to  study  the  range  of  FAs  and  ASs  in  the  EMEDS+25.  A  representative 
patient  stream  was  developed  to  represent  the  type  and  frequency  of  patients  likely  to  be 
seen  at  this  level  of  care  for  each  functional  area. 

M&S  tools  are  essential  for  projecting  appropriate  medical  care  needs  for  our  service 
personnel.  Standardizing  equipment  and  consumables  with  the  Defense  Medical  Material 
Program  Office-approved  items,  and  against  a  wide-range  of  Air  Force  assets,  makes  the 
EMEDS+25  more  efficient.  Updating  and  maintaining  the  patient  data  and  EMEDS+25 
contents  database  will  ensure  that  future  medical  needs  are  met  in  the  most  effective 
manner. 
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Appendix  A. 

ICD-9  Coded  Patient  Types  Included  in  the  ER  Patient  Stream 


ICD-9 

ICD-9  description 

No.  pts 

ICD-9  category 

008.8 

VIRAL  ENTERITIS  NOS 

38 

Infectious 

462 

ACUTE  PHARYNGITIS 

19 

Respiratory 

780.6 

FEVER 

14 

Ill-defined 

692.9 

DERMATITIS  NOS 

13 

Skin 

110.4 

DERMATOPHYTOSIS  OF  FOOT 

10 

Infectious 

460 

ACUTE  NASOPHARYNGITIS 

10 

Respiratory 

800.43 

850.9 

CL  SKULL  VLT  FX-MOD  COMA 
CONCUSSION  NOS 

9 

Intracranial  Injuries 

491 

SIMPLE  CHR  BRONCHITIS 

8 

Respiratory 

518.81 

ACUTE  RESPIRATRY  FAILURE 

8 

Respiratory 

604.9 

ORCHITIS/EPIDIDYMIT  NOS 

8 

Genitourinary 

550.9 

UNILAT  INGUINAL  HERNIA 

6 

Digestive 

918.1 

SUPERFICIAL  INJ  CORNEA 

6 

Open  Wounds 

005.9 

FOOD  POISONING  UNSPECIFIED 

6 

Infectious 

455.8 

HEMRRHOID  NOS  W  COMP  NEC 

6 

Circulatory 

540.9 

ACUTE  APPENDICITIS  NOS 

5 

Digestive 

592.9 

URINARY  CALCULUS  NOS 

4 

Genitourinary 

707.9 

CHRONIC  SKIN  ULCER  NOS 

4 

Infectious 

891 

OPEN  WND  KNEE/LEG/ANKLE 

3 

Open  Wounds 

682.6 

CELLULITIS  OF  LEG 

3 

Skin 

682.9 

CELLULITIS  NOS 

3 

Skin 

518.81 

ACUTE  RESPIRATRY  FAILURE 

3 

Respiratory 

784 

HEADACHE 

3 

Misc 

401.9 

HYPERTENSION  NOS 

3 

Circulatory 

874.8 

872.8 
873.4 
959.01 

OPEN  WOUND  OF  NECK  NEC 

OPEN  WOUND  OF  EAR  NOS 

OPEN  WOUND  OF  FACE  NOS 

HEAD  INJURY  NOS 

2 

Open  Wounds 

881 

OPEN  WOUND  OF  FOREARM 

2 

Open  Wounds 

942.3 

3RD  DEG  BURN  TRUNK  NOS 

2 

Burns 

904.8 

904.9 
823.92 
956.8 

INJURY  LEG  VESSEL  NOS 

BLOOD  VESSEL  INJURY  NOS 

FX  TIBIA  W  FIB  NOS-OPEN 

INJ  MULT  NERVE  PELV/LEG 

2 

Fractures 

894 

OPEN  WOUND  OF  LEG  NEC 

2 

Open  Wounds 

836.2 

TEAR  MENISCUS  NEC-CURREN 

2 

Sprains  &  Strains 

845 

SPRAIN  OF  ANKLE  NOS 

2 

Sprains  &  Strains 

372.3 

CONJUNCTIVITIS  NOS 

2 

Sense 

367.9 

REFRACTION  DISORDER  NOS 

2 

Sense 

787.91 

DIARRHEA 

2 

Infectious 
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ICD-9 

ICD-9  description 

No.  pts 

ICD-9  category 

533.9 

PEPTIC  ULCER  NOS 

2 

Digestive 

555.9 

REGIONAL  ENTERITIS  NOS 

2 

Digestive 

786.5 

CHEST  PAIN  NOS 

2 

Circulatory 

592 

CALCULUS  OF  KIDNEY 

2 

Genitourinary 

309.9 

ADJUSTMENT  REACTION  NOS 

2 

Mental  Disorders 

310.2 

POSTCONCUSSION  SYNDROME 

2 

Mental  Disorders 

308.9 

ACUTE  STRESS  REACT  NOS 

2 

Mental  Disorders 

800.42 

CL  SKULL  VLT  FX-BRF  COMA 

1 

Intracranial  Injuries 

852 

800.26 

TRAUM  SUBARACHNOID  HEM 

CL  SKULL  VLT  FX-COMA  NOS 

1 

Fractures 

432.9 

INTRACRANIAL  HEMORR  NOS 

1 

Circulatory 

873.8 

OPEN  WOUND  OF  HEAD  NEC 

1 

Open  Wounds 

361 

871.2 

DETACHMNT  W  DEFECT  NOS 
RUPTURE  EYE  W  TISSU  LOSS 

1 

Open  Wounds 

388.3 

389.9 

TINNITUS  NOS 

HEARING  LOSS  NOS 

1 

Hearing 

846.9 

SPRAIN  SACROILIAC  NOS 

1 

Sprains  &  Strains 

941.29 

2ND  DEG  BURN  HEAD-MULT 

1 

Burns 

941.39 

3RD  DEG  BURN  HEAD-MULT 

1 

Burns 

811.1 

880.29 

810.1 

810.12 

FX  SCAPULA  NOS-OPEN 

MLT  OPN  WND  SHLDR  W  TEND 

FX  CLAVICLE  NOS-OPEN 

FX  CLAVICLE  SHAFT-OPEN 

1 

Open  Wounds 

880.03 

OPEN  WOUND  OF  UPPER  ARM 

1 

Open  Wounds 

812.3 

FX  HUMERUS  NOS-OPEN 

1 

Fractures 

903.9 

813.9 
955.8 

INJURY  ARM  VESSEL  NOS 

FX  FOREARM  NOS-OPEN 

INJ  MULT  NERVE  SHLDR/ ARM 

1 

Fractures 

817 

MULTIPLE  FX  HAND-CLOSED 

1 

Fractures 

882 

834.1 

OPEN  WOUND  OF  HAND 

DISLOC  FINGER  NOS-OPEN 

1 

Open  Wounds 

882 

883 

OPEN  WOUND  OF  HAND 

OPEN  WOUND  OF  FINGER 

1 

Open  Wounds 

815 

833.1 

FX  METACARPAL  NOS-CLOSED 
DISLOCAT  WRIST  NOS-OPEN 

1 

Fractures 

831 

831.04 

DISLOC  SHOULDER  NOS-CLOS 
DISLOC  ACROMIOCLAVIC-CL 

1 

Dislocations 

885 

886 

AMPUTATION  THUMB 

AMPUTATION  FINGER 

1 

Amputations 

943.29 

2ND  DEG  BURN  ARM-MULT 

1 

Burns 
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ICD-9 

ICD-9  description 

No.  pts 

ICD-9  category 

943.39 

3RD  DEG  BURN  ARM-MULT 

1 

Burns 

942.29 

2ND  DEG  BURN  TRUNK  NEC 

Burns 

875.1 

OPEN  WOUND  CHEST -COMPL 

861.2 

LUNG  INJURY  NOS-CLOSED 

1 

Open  Wounds 

922.1 

CONTUSION  OF  CHEST  WALL 

875 

OPEN  WOUND  OF  CHEST 

879.2 

OPN  WND  ANTERIOR  ABDOMEN 

1 

Open  Wounds  -  Critical 

863.56 

COLON  INJ  MULT  SITE-OPEN 

1 

Open  Wounds  -  Critical 

877.1 

OPEN  WOUND  BUTTOCK-COMPL 

1 

Open  Wounds 

890 

OPEN  WOUND  OF  HIP/THIGH 

1 

Open  Wounds 

890 

OPEN  WOUND  OF  HIP/THIGH 

1 

Open  Wounds 

821.11 

FX  FEMUR  SHAFT-OPEN 

956.8 

INJ  MULT  NERVE  PELV/LEG 

821.1 

FX  FEMUR  NOS-OPEN 

1 

Fractures 

904.8 

INJURY  LEG  VESSEL  NOS 

820.9 

FX  NECK  OF  FEMUR  NOS-OPN 

823.22 

FX  SHAFT  FIB  W  TIB-CLOS 

1 

Fractures 

891 

OPEN  WND  KNEE/LEG/ANKLE 

1 

Open  Wounds 

823.92 

FX  TIBIA  W  FIB  NOS-OPEN 

904.8 

INJURY  LEG  VESSEL  NOS 

1 

Fractures 

956.8 

INJ  MULT  NERVE  PELV/LEG 

825.2 

FX  FOOT  BONE  NOS-CLOSED 

1 

Fractures 

956.8 

INJ  MULT  NERVE  PELV/LEG 

1 

Fractures 

959.7 

LOWER  LEG  INJURY  NOS 

1 

Sprains  &  Strains 

896.2 

AMPUTATION  FOOT,  BILAT 

1 

Amputations 

845 

SPRAIN  OF  ANKLE  NOS 

1 

Sprains  &  Strains 

945.29 

2ND  DEG  BURN  LEG-MULT 

1 

Burns 

945.3 

3RD  DEG  BURN  LEG  NOS 

1 

Burns 

860.5 

TRAUM  PNEUMOHEMOTHOR-OPN 

1 

Multi-System  Trauma 

827.1 

FX  LOWER  LIMB  NEC-OPEN 

956.8 

INJ  MULT  NERVE  PELV/LEG 

1 

Multi-System  Trauma 

904.8 

INJURY  LEG  VESSEL  NOS 

863.5 

COLON  INJURY  NOS-OPEN 

869.1  INTERNAL  INJURY  NOS-OPEN  Multi-System  Trauma 

860.5  TRAUM  PNEUMOHEMOTHOR-OPN  1  Multi-System  Trauma 


680.9 

CARBUNCLE  NOS 

1 

Skin 

566 

ANAL  &  RECTAL  ABSCESS 

1 

Skin 

703 

INGROWING  NAIL 

1 

Skin 

057.9 

VIRAL  EXANTHEMATA  NOS 

1 

Infectious 
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ICD-9 

ICD-9  description 

No.  pts 

ICD-9  category 

372 

ACUTE  CONJUNCTIVITIS  NOS 

1 

Sense 

370 

CORNEAL  ULCER  NOS 

1 

Sense 

364 

ACUTE  IRIDOCYCLITIS  NOS 

1 

Sense 

367.9 

REFRACTION  DISORDER  NOS 

1 

Sense 

380.1 

INFEC  OTITIS  EXTERNA  NOS 

1 

Sense 

381.9 

EUSTACHIAN  TUBE  DIS  NOS 

1 

Sense 

535.01 

ACUTE  GASTRITIS  W  HMRHG 

1 

Digestive 

451.9 

THROMBOPHLEBITIS  NOS 

1 

Circulatory 

729.5 

PAIN  IN  LIMB 

1 

Sprains  &  Strains 

131.9 

TRICHOMONIASIS  NOS 

1 

Infectious 

580.9 

ACUTE  NEPHRITIS  NOS 

1 

Genitourinary 

582.9 

CHRONIC  NEPHRITIS  NOS 

1 

Genitourinary 

075 

INFECTIOUS  MONONUCLEOSIS 

1 

Infectious 

070.9 

VIRAL  HEP  AT  NOS  W/O  COMA 

1 

Infectious 

616 

CERVICITIS 

1 

Genitourinary 

616.1 

VAGINITIS  NOS 

1 

Genitourinary 

633.11 

TUBAL  PREG  W  INTRA  PREG 

1 

Pregnancy 

634.1 

SPON  ABORT  W  HEMORR-UN SP 

1 

Pregnancy 

305 

ALCOHOL  ABUSE-UNSPEC 

1 

Mental  Disorders 

870.9 

OPN  WND  OCULAR  ADNEX  NOS 

1 

Open  Wounds 

308.9 

ACUTE  STRESS  REACT  NOS 

1 

Mental  Disorders 

816.13 

FX  MULT  PHALAN,  HAND -OPN 

1 

Fractures 

120.9 

SCHISTOSOMIASIS  NOS 

1 

Infectious 

Total 


294 
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Appendix  B. 

Emergency  Room  Allowance  Standard  Recommended  Configuration 


938CA 

EESP 

938CA  EESP 

938CA  wt 

cube 

938CA 

wt 

EESP  cube 

Status 

NSN 

Supply  description 

UI 

qty  qty 

(lbs) 

(cu  ft) 

cost 

(lbs) 

(cu  ft) 

EESP  cost 

Equipment 

LIGHT  DENTAL  OPERATING 

A 

6520014464170 

COMMAND  AIR  PRTBLE  FRE 
SUPPORT  LITTER  FOLDING 

EA 

1  1 

15.00 

1.43 

$707.11 

15.00 

1.43 

$707.11 

A 

6530006600034 

LIGHTWEIGHT  ALUM 

PR 

2  2 

27.50 

2.00 

$244.74 

27.50 

2.00 

$244.74 

Consumables 

A 

6515014348712 

ADMINISTRATION  SET  INFUS 
PUMP  VENT/UNVENT  50S 

PG 

1 

1 

2.00 

0.50 

$292.88 

2.00 

0.50 

$292.88 

C 

6510012766831 

BANDAGE  CAST  FIBERGLAS 

RES  IMPREG  4YDX41N  10S 

PG 

2 

1 

4.00 

2.00 

$60.00 

2.00 

1.00 

$30.00 

A 

6510012715683 

BANDAGE  CAST  IMPREG 

GAUZE  4YDX3IN  10S 

PG 

1 

1 

2.00 

1.13 

$63.77 

2.00 

1.13 

$63.77 

A 

6510001334369 

BANDAGE  FELT  ORTH  ROLL 
NONSTER  4INX4YD  72  S 

PG 

1 

1 

6.00 

1.00 

$104.03 

6.00 

1.00 

$104.03 

A 

6510009355805 

BANDAGE  GAUZE  TUBULAR 
1.75INX25YD 

RO 

1 

1 

0.96 

0.12 

$15.53 

0.96 

0.12 

$15.53 

B 

7210009356666 

BLANKET  CASUALTY  PLAST 
FILM  &  ALUM  95X56IN 

EA 

7 

17 

1.12 

0.07 

$29.61 

2.72 

0.17 

$71.91 

A 

6515014884994 

CATHETER  INTRAV  18GA 

POLY  1  1/4IN  NDL  200S 

PG 

1 

1 

2.00 

3.90 

$505.50 

2.00 

3.90 

$505.50 

A 

6515015164030 

CATHETER&NDL  UNIT  IV 

20GA  STER  YELLOW  50S 

PG 

1 

1 

0.12 

0.12 

$284.87 

0.12 

0.12 

$284.87 

C 

6510014664169 

DRESSING  SURGICAL 

7.5INX8IN  200S 

PG 

2 

1 

4.00 

2.00 

$137.86 

2.00 

1.00 

$68.93 

B 

6510014665276 

GAUZE  ABS  4.5INX4.1YD  6PLY 
10S 

PG 

4 

8 

3.03 

4.00 

$37.08 

6.06 

8.00 

$74.16 

A 

6510007863736 

PAD  ISOPROPYL  ALCOHOL 
IMPREGNATED  WHITE  200S 

PG 

2 

2 

2.00 

0.20 

$5.80 

2.00 

0.20 

$5.80 

A 

6510007219808 

SPONGE  SURG 
CELL&COT&GAUZE  4X4IN 

STER  1200S 

PG 

1 

1 

13.00 

2.63 

$81.29 

13.00 

2.63 

$81.29 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  B-2 


Status 

NSN 

Supply  description 

UI 

938CA 

qty 

EESP 

qty 

938CA  wt 
(lbs) 

938CA 
cube 
(cu  ft) 

938CA 

cost 

EESP 

wt 

(lbs) 

EESP  cube 
(cu  ft) 

EESP  cost 

A 

6515007540412 

SYRINGE  HYPO  10ML  CAP 
LUER  SLIP  W/O  NDL  100S 

PG 

1 

1 

0.70 

0.34 

$16.43 

0.70 

0.34 

$16.43 

A 

6515007540406 

SYRINGE  HYPO  5ML  CAP 

LUER  SLIP  100S 

PG 

1 

1 

4.75 

1.00 

$15.33 

4.75 

1.00 

$15.33 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  C-l 


Appendix  C. 

ICD-9  Coded  Patient  Types  Included  in  the  OR  Patient  Stream 


ICD-9 

ICD9  description 

No.  pts 

903.9 

813.90 

955.8 

INJURY  ARM  VESSEL  NOS 

FX  FOREARM  NOS-OPEN 

INJURY  MULTIPLE  NERVE  SHOULDER/ARM 

1 

882.0 

OPEN  WOUND  OF  HAND 

1 

887.0 

AMPUTATION  BELOW  ELBOW,  UNILATERAL 

1 

943.39 

3RD  DEG  BURN  ARM-MULTIPLE 

1 

875.0 

OPEN  WOUND  OF  CHEST 

1 

879.2 

OPEN  WOUND  ANTERIOR  ABDOMEN 

1 

863.56 

COLON  INJURY  MULTIPLE  SITE-OPEN 

1 

821.11 

956.8 

904.8 

FX  FEMUR  SHAFT -OPEN 

INJURY  MULTIPLE  NERVE  PELVIS/LEG 

INJURY  LEG  VESSEL  NOS 

1 

823.22 

FX  SHAFT  FIBULA  W  TIBIA-CLOS 

1 

823.92 

904.8 

956.8 

FX  TIBIA  W  FIBULA  NOS-OPEN 

INJURY  LEG  VESSEL  NOS 

INJURY  MULTIPLE  NERVE  PELVIS/LEG 

1 

904.8 
823.92 

956.8 

INJURY  LEG  VESSEL  NOS 

FX  TIBIA  W  FIBULA  NOS-OPEN 

INJURY  MULTIPLE  NERVE  PELVIS/LEG 

2 

825.20 

824.8 

FX  FOOT  BONE  NOS-CLOSED 

FX  ANKLE  NOS-CLOSED 

1 

956.8 

904.8 

824.9 
825.30 

INJURY  MULTIPLE  NERVE  PELV/LEG 

INJURY  LEG  VESSEL  NOS 

FX  ANKLE  NOS-OPEN 

FX  FOOT  BONE  NOS-OPEN 

1 

896.2 

AMPUTATION  FOOT,  BILATERAL 

1 

945.30 

3RD  DEG  BURN  LEG  NOS 

1 

860.5 

TRAUMATIC  PNEUMOHEMOTHOR-OPEN 

1 

827.1 

956.8 

904.8 
863.50 

FX  LOWER  LIMB  NEC-OPEN 

INJURY  MULTIPLE  NERVE  PELVIS/LEG 

INJURY  LEG  VESSEL  NOS 

COLON  INJURY  NOS-OPEN 

1 

869.1 

860.5 

INTERNAL  INJURY  NOS-OPEN 

TRAUMATIC  PNEUMOHEMOTHOR-OPEN 

1 

870.9 

OPEN  WOUND  OCULAR  ADNEX  NOS 

1 

852.00 

800.26 

TRAUMATIC  SUBARACHNOID  HEMATOMA 

CLOSED  SKULL  VAULT  FX-COMA  NOS 

1 

811.10 

880.29 

810.10 

810.12 

FX  SCAPULA  NOS-OPEN 

MULTIPLE  OPEN  WOUND  SHOULDR  W/  TENDON  INVLOVEMENT 
FX  CLAVICLE  NOS-OPEN 

FX  CLAVICLE  SHAFT-OPEN 

1 

880.03 

OPEN  WOUND  OF  UPPER  ARM 

1 

Total  patients 

23 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted 
replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  D-l 


Appendix  D. 

Anesthesia  Allowance  Standard  Recommended  Configuration 


938C 

938C 

938C 

EESP 

AS 

EESP 

AS  wt 

AS  cube 

938C  AS 

EESP  wt 

cube 

Status 

NSN 

Supply  description 

UI 

qty 

qty 

(lbs) 

(cu  ft) 

cost 

(lbs) 

(cu  ft) 

EESP  cost 

Equipment 

ADAPTER,  SODA  LIME 

CARTRIDGE  ANESTHESIA 

A 

6515015645877 

MACHINE 

ANESTHESIA  ACCESSORY  PKG 

EA 

1 

1 

1.00 

0.03 

$1,054.15 

1.00 

0.03 

$1,054.15 

A 

6530014984381 

U/W  6530014984371 

EA 

1 

1 

12.00 

3.20 

$382.50 

12.00 

3.20 

$382.50 

A 

6545015646213 

ANESTHESIA  APPARATUS  FIELD 
BLADE  LARYN  MILLER  ADLT  NO. 

EA 

1 

1 

30.00 

5.00 

$46,500.00 

30.00 

5.00 

$46,500.00 

A 

6515011256615 

3  2.7V  LAMP 

BLADE  LARYN  MILLER  MED 

EA 

1 

1 

0.40 

2.50 

$107.61 

0.40 

2.50 

$107.61 

A 

6515011249806 

ADLT  SIZE  2  151MM 

BLADE  LARYNGOSCOPE 

EA 

1 

1 

0.25 

0.02 

$107.61 

0.25 

0.02 

$107.61 

A 

6515012297741 

MACINTOSH  NO.  4 

BLADE  LARYNGOSCOPE 

EA 

1 

1 

0.20 

0.20 

$37.50 

0.20 

0.20 

$37.50 

A 

6515012297739 

MACINTOSH  SZ  NO.3  AUTO 

CART  MED  EQUIP &INST 

EA 

1 

1 

0.20 

0.20 

$96.00 

0.20 

0.20 

$96.00 

A 

6530014984371 

24INX39IN  UW65300 14984381 

CASE  MEDICAL 

IN STRUM&SUPPLY  SET 

EA 

1 

1 

150.00 

8.00 

$1,078.65 

150.00 

8.00 

$1,078.65 

A 

6545015029166 

23X23X20IN 

CLAMP  IV  POLE  STEEL 

EA 

1 

1 

1.00 

1.00 

$807.00 

1.00 

1.00 

$807.00 

A 

6515014793120 

CORRORION  RESISTING 

FORCEPS  TRACHEAL  TUBE 

EA 

2 

2 

0.24 

0.24 

$390.00 

0.24 

0.24 

$390.00 

A 

6515003323300 

MAGILL  FENESTRATED 

MASK  AIRWAY  LARYNGEAL 

EA 

1 

1 

0.20 

0.20 

$137.21 

0.20 

0.20 

$137.21 

A 

6515014196393 

REUSABLE  SILICONE 

MASK  AIRWAY  LARYNGEAL 

EA 

1 

1 

0.35 

0.20 

$526.26 

0.35 

0.20 

$526.26 

A 

6515014196395 

REUSABLE  SILICONE  PED1A 

EA 

1 

1 

0.50 

0.50 

$603.51 

0.50 

0.50 

$603.51 

A 

6515014322711 

MONITOR  PATIENT  VITAL  SIGNS: 
SENSOR  OXYGEN  MONITORING 

EA 

1 

1 

10.00 

1.00 

$22,536.86 

10.00 

1.00 

$22,536.86 

A 

6515013783145 

UNIV  SZ  0.875IN  LG 

STIMULATOR  NERVE 

EA 

1 

1 

0.41 

0.40 

$508.28 

0.41 

0.40 

$508.28 

A 

6515013975212 

PERIPHERAL  BLOCKADE 

EA 

1 

1 

0.56 

0.50 

$184.92 

0.56 

0.50 

$184.92 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  D-2 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 
AS  wt 
(lbs) 

938C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

MONITOR 

A 

6515014788997 

TEMPERATURE  CABLE  10FT  EXT 
PROBES  ON  PROPAQ 

EA 

1 

1 

1.25 

0.25 

$77.85 

1.25 

0.25 

$77.85 

Consumables 

ABSORBER  ANESTHESIA  1.3 


A 

6515015645875 

LITER/45.8  FL  OZ  6S 

AIRWAY  NASOPHARYN 

PG 

1 

1 

3.00 

0.55 

$20.00 

3.00 

0.55 

$20.00 

A 

6515011676637 

ROBERTAZZI  30FR  12S 
ANESTHESIA  SET  EPIDURAL  W/  2 

PG 

1 

1 

0.49 

0.60 

$158.94 

0.49 

0.60 

$158.94 

A 

6515015039986 

TRAYS  10S 

ANESTHESIA  SET  SPINAL 

SE 

1 

1 

0.18 

0.29 

$485.10 

0.18 

0.29 

$485.10 

A 

6515011454683 

25GAX3.50IN  NDL  10S 

PG 

1 

1 

0.68 

0.20 

$474.09 

0.68 

0.20 

$474.09 

C 

6135005398088 

BATTERY  NON  RECH  1.5V  AA  4S 
CANNULA  LARYN  YANKAUER 

PG 

24 

1 

4.80 

2.40 

$120.00 

0.20 

0.10 

$5.00 

A 

6515010747812 

W/O  CONT  VENT  50S 

CANNULA  SUCTION  YANKAURER 

PG 

1 

1 

3.02 

1.00 

$40.38 

3.02 

1.00 

$40.38 

A 

6515011643053 

20S 

CATH  &  CONN  SUCT  TRACH  18FR 

PG 

1 

1 

0.20 

0.20 

$56.73 

0.20 

0.20 

$56.73 

A 

6515004588416 

WHISTLE  TIP  50S 

CATH  &  NDL  IV  14GAX1.75IN 

PG 

1 

1 

5.00 

0.77 

$21.60 

5.00 

0.77 

$21.60 

A 

6515014304331 

AUTOGUARD  200S 

PG 

1 

1 

0.29 

0.19 

$533.23 

0.29 

0.19 

$533.23 

A 

6515014884971 

CATH  IV  16GA  1-1/4IN  NDL  200S 
CATHETERIZATION  KIT 

PG 

1 

1 

0.27 

0.46 

$650.00 

0.27 

0.46 

$650.00 

A 

6515012811238 

CARDIOVAS  8.5FR  RADPQ  10S 
INTRAVENOUS  INJ  SET  VENTED 

PG 

1 

1 

0.75 

0.20 

$197.63 

0.75 

0.20 

$197.63 

A 

6515001179021 

15  DROPS/ML  48S 

LINE  SAMPLE  C02  MONITOR 

PG 

1 

1 

4.00 

2.00 

$150.39 

4.00 

2.00 

$150.39 

B 

6515013283431 

PLAS 

MASK  ORONASAL  ANESTHESIA 

EA 

10 

12 

1.50 

2.00 

$59.70 

1.80 

2.40 

$71.64 

A 

6515011456298 

CHLD/ADLT  20S 

NEEDLE  HYPO  20GA  1. 438-1. 562IN 

PG 

1 

1 

0.16 

0.02 

$92.46 

0.16 

0.02 

$92.46 

A 

6515007542836 

LUER  LOCK  100S 
RESUSCITATOR-INH-ASP  PRTBLE 

PG 

1 

1 

0.76 

0.10 

$16.13 

0.76 

0.10 

$16.13 

A 

6515013337743 

W/ADL  MASK  10S 

STETHOSCOPE  ESOPHAGUS  18  FR 

PG 

1 

1 

1.20 

0.30 

$184.05 

1.20 

0.30 

$184.05 

A 

6515012496409 

W/TEMP  SENSOR  20S 

PG 

1 

1 

1.00 

0.16 

$653.86 

1.00 

0.16 

$653.86 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  D-3 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 

AS  wt 
(lbs) 

938C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515008648864 

STOPCOCK  IV  3 -WAY  LUER  MALE 
20-30IN  50S 

PG 

1 

1 

2.00 

0.20 

$96.87 

2.00 

0.20 

$96.87 

A 

6515004627348 

SYRINGE  HYPODERMIC  3 ML 

LUER  LOCK  100S 

PG 

1 

1 

1.13 

0.17 

$12.45 

1.13 

0.17 

$12.45 

A 

6515013813879 

TUBE  ASSEMBLY  GAS  ANESTH 
APPARATUS  3000ML  20S 

PG 

1 

1 

2.00 

0.50 

$195.38 

2.00 

0.50 

$195.38 

A 

6515010230859 

TUBE  ET  MURPHY  E12W/CUFF  10S 

PG 

1 

1 

0.67 

0.10 

$94.65 

0.67 

0.10 

$94.65 

A 

6515013538850 

TUBE  EXT  INJ  SET  42IN  ANES 

STER  50S 

PG 

1 

1 

0.75 

0.45 

$316.23 

0.75 

0.45 

$316.23 

A 

6515011480301 

TUBE  EXTENSION  INJ  24IN 
MALE/FEMALE  LUVER  20S 

PG 

1 

1 

0.38 

0.65 

$60.30 

0.38 

0.65 

$60.30 

A 

6515010747805 

TUBE  INHALER  PLAS  100FT 
NONSTER 

PG 

1 

1 

2.00 

1.00 

$25.50 

2.00 

1.00 

$25.50 

A 

6515001050759 

TUBE  TRACH  MURPH  12  CF 

8.0MM  10.7MM  32CM  10S 

PG 

1 

1 

1.00 

0.20 

$23.70 

1.00 

0.20 

$23.70 

A 

6515010369034 

TUBE  TRACH  MURPHY  7.5MM  10S 

PG 

1 

1 

1.20 

0.26 

$23.70 

1.20 

0.26 

$23.70 

A 

6515001050720 

TUBE  TRACH  MURPHY  E12  6.0MM 
ID  8.1MM10S 

PG 

1 

1 

1.00 

0.05 

$46.77 

1.00 

0.05 

$46.77 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-l 


Appendix  E. 

Operating  Room  Allowance  Standard  Recommended  Configuration 


938C 

938C 

93  8C 

EESP 

AS 

EESP 

AS  wt 

AS  cube 

938C  AS 

EESP  wt 

cube 

Status 

NSN 

Supply  description 

UI 

qty 

qty 

(lbs) 

(cu  ft) 

cost 

(lbs) 

(cu  ft) 

EESP  cost 

Equipment 

ADAPTER  POWER  PUMP  120V  AC  12V  DC 

A 

6515014661481 

WALL  MOUNT 

BAR  HORIZONTAL  RETRACTOR 

EA 

1 

1 

2.25 

0.25 

$45.00 

2.25 

0.25 

$45.00 

A 

6515013464816 

BOOKWALTER 

EA 

4 

4 

16.00 

1.20 

$5,231.04 

16.00 

1.20 

$5,231.04 

A 

6530007709220 

BASIN  EMESIS  STEEL  KIDNEY  SHAPE  500ML 
BASIN  WASH  CORROSION  RESISTING  STEEL 

EA 

4 

4 

3.40 

0.13 

$56.96 

3.40 

0.13 

$56.96 

A 

6530007710225 

9QT6S 

BLADE  RETRACTOR  ABDOM  6X2IN 

PG 

4 

4 

11.36 

0.82 

$910.80 

11.36 

0.82 

$910.80 

A 

6515013469207 

MALLEABLE  RATCH 

BLADE  RETRACTOR  ABDOMIN  3X2IN 

EA 

2 

2 

1.00 

0.60 

$1,167.00 

1.00 

0.60 

$1,167.00 

A 

6515013464838 

BALFOUR  RATCHE 

BLADE  RETRACTOR  ABDOMINAL  6X3IN 

EA 

1 

1 

0.42 

0.20 

$394.65 

0.42 

0.20 

$394.65 

A 

6515013464839 

RATCHET  NOTCH 

BLADE  RETRACTOR  ABDOMINAL 

EA 

2 

2 

1.00 

1.00 

$750.00 

1.00 

1.00 

$750.00 

A 

6515012448128 

HARRINGTON  5X2IN 

BLADE  RETRACTOR  ABDOMINAL  KELLY 

EA 

1 

1 

0.49 

0.20 

$1,682.16 

0.49 

0.20 

$1,682.16 

A 

6515012474977 

3X2IN  RATCHET 

BLADE  RETRACTOR  ABDOMINAL  KELLY 

EA 

3 

3 

1.50 

0.60 

$1,183.95 

1.50 

0.60 

$1,183.95 

A 

6515012474978 

4X2IN  RATCHET 

BOWL  SURG  SPONGE  PLAS  44  OZ  3X6.250" 

EA 

3 

3 

2.25 

0.60 

$1,867.50 

2.25 

0.60 

$1,867.50 

A 

6530004042654 

NOT  NESTING  AUTOCLAVABLE  12S 

EA 

1 

1 

0.10 

0.01 

$63.81 

0.10 

0.01 

$63.81 

A 

6530015010551 

BUCKET  KICK  SURG  12X10IN  13QT 

CANNULA  ABDOM  POOLE  23FR  8.75IN  FEN 

EA 

1 

1 

0.55 

0.12 

$213.75 

0.55 

0.12 

$213.75 

A 

6515003866600 

CURV  HUB 

CANNULA  BRAIN  FRAZIER  8FR  7.5IN  OPEN 

EA 

1 

1 

0.11 

0.10 

$71.56 

0.11 

0.10 

$71.56 

A 

6515003866800 

END  TIP 

CANNULA  BRONCHIAL  JACKSON  50CM  LG 

EA 

2 

2 

0.24 

0.20 

$101.70 

0.24 

0.20 

$101.70 

A 

6515003846950 

4MM  DIA  OPE 

CANNULA  LARYN  ANGUL  YANK  9IN  0.234- 

EA 

1 

1 

0.16 

0.10 

$37.50 

0.16 

0.10 

$37.50 

A 

6515003867600 

0.266IN 

EA 

1 

1 

0.19 

0.10 

$36.38 

0.19 

0.10 

$36.38 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-2 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 

AS  wt 
(lbs) 

93  8C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515011397576 

CANNULA  SUCT  SURG  ADSON  DESIGN  11FR 
15.5CM 

EA 

2 

2 

0.60 

0.20 

$122.04 

0.60 

0.20 

$122.04 

A 

6515015015633 

CASE  BONE  CHISEL  ANOD  ALUM  SILC 

101NX1 1.751N 

EA 

2 

2 

0.32 

0.20 

$3,436.30 

0.32 

0.20 

$3,436.30 

A 

6515006630148 

CASE  BONE  CHISELS  HOLDS  7  CHISELS 
CORROSION  R 

EA 

1 

1 

3.61 

1.00 

$222.47 

3.61 

1.00 

$222.47 

A 

6530015386236 

CASE  STERILIZATION  MANUAL 

INSTRUMENT  ANODIZED  ALUMINUM 

EA 

1 

1 

5.00 

0.12 

$1,075.90 

5.00 

0.12 

$1,075.90 

A 

6515006645400 

CHISEL  BONE  SMITH-PETERSON  8.125IN  .25IN 
CUT 

EA 

1 

1 

0.75 

0.10 

$143.36 

0.75 

0.10 

$143.36 

A 

6515006645397 

CHISEL  BONE  SMITH-PETERSON  8.125IN 
.375IN  CUT 

EA 

1 

1 

0.63 

0.10 

$130.44 

0.63 

0.10 

$130.44 

A 

6515006645398 

CHISEL  BONE  SMITH-PETERSON  8.125IN  .50IN 
CUT 

EA 

1 

1 

0.93 

0.10 

$143.36 

0.93 

0.10 

$143.36 

A 

6515006645399 

CHISEL  BONE  SMITH-PETERSON  8.125IN  .75IN 
CUT 

EA 

1 

1 

1.00 

0.10 

$81.02 

1.00 

0.10 

$81.02 

A 

6515006645396 

CHISEL  BONE  SMITH-PETERSON  8.125IN 

1.25IN  CUT 

EA 

1 

1 

0.81 

0.10 

$143.36 

0.81 

0.10 

$143.36 

A 

6515006645394 

CHISEL  BONE  SMITH-PETERSON  8IN  .625IN 

CUT  WC 

EA 

1 

1 

0.75 

0.10 

$145.28 

0.75 

0.10 

$145.28 

A 

6515006645395 

CHISEL  BONE  SMITH-PETERSON  8IN  1IN  CUT 
WCURV 

EA 

1 

1 

1.33 

0.10 

$145.28 

1.33 

0.10 

$145.28 

A 

6520010473586 

CHISEL  D  NTL  OCHSENBEIN  STYL2  BRASS  OR 
CRESH 

EA 

1 

1 

0.61 

0.02 

$13.13 

0.61 

0.02 

$13.13 

A 

6520010473585 

CHISEL  DNTL  OCHSENBEIN  STYL3  BRASS  OR 
CRESH 

EA 

1 

1 

0.17 

0.01 

$13.13 

0.17 

0.01 

$13.13 

A 

6515011398957 

CHISEL  SET  BONE  LAMBOTTE  STR  C/O  6 
BLADE  SZ  0 

SE 

1 

1 

3.00 

0.13 

$235.20 

3.00 

0.13 

$235.20 

A 

6515006903227 

CLAMP  ARTERY  DEBAKEY  ANGULAR  & 
SERRATED  57MM 

EA 

1 

1 

0.50 

0.10 

$316.43 

0.50 

0.10 

$316.43 

A 

6515006903195 

CLAMP  ARTERY  DEBAKEY  CURVED  & 
SERRATED  120MM 

EA 

1 

1 

1.56 

0.19 

$302.13 

1.56 

0.19 

$302.13 

A 

6515006903196 

CLAMP  ARTERY  DEBAKEY 
CURVED&SERRATED  105MM  JA 

EA 

1 

1 

0.31 

0.10 

$563.01 

0.31 

0.10 

$563.01 

A 

6515011648887 

CLAMP  BRONCHUS  9IN  CURVED  LEFT  TEETH 
1.50IN 

EA 

2 

2 

0.40 

0.40 

$505.20 

0.40 

0.40 

$505.20 

A 

6515011667827 

CLAMP  BRONCHUS  SAROT  9IN  CURVED 

EA 

2 

2 

1.00 

0.20 

$117.52 

1.00 

0.20 

$117.52 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-3 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 

AS  wt 
(lbs) 

93  8C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515014828970 

RIGHT  JAW 

CLIP  GUN  KIT  RANEY  10  CLIPS 

EA 

2 

2 

2.00 

0.04 

$177.00 

2.00 

0.04 

$177.00 

A 

6515003632300 

CONDUCTOR  BONE  CUTTING  WIRE  SAW 
BAILEY  STEEL 

EA 

1 

1 

0.30 

0.10 

$59.09 

0.30 

0.10 

$59.09 

A 

6515003208500 

CONTRACTOR  RIB  BAILEY  DOUBLE-RAKE 
TYPE 

EA 

1 

1 

0.39 

0.10 

$207.33 

0.39 

0.10 

$207.33 

A 

6515013464881 

COUPLING  POST  RETRACTOR  BOOKW ALTER 
1X1  IN 

EA 

2 

2 

2.00 

2.93 

$2,751.72 

2.00 

2.93 

$2,751.72 

A 

6530007778600 

CUP  SOL  CORROSION-RESISTING  STEEL  7  OZ 

EA 

9 

9 

1.98 

0.07 

$52.74 

1.98 

0.07 

$52.74 

A 

6515003225400 

CURETTE  MASTOID  SPRATT  SIZE  00  SPOON 
SHAPE  BL 

EA 

2 

2 

0.44 

0.20 

$141.16 

0.44 

0.20 

$141.16 

A 

6515003225500 

CURETTE  MASTOID  SPRATT  SIZE  1  SPOON 
SHAPE  BLA 

EA 

3 

3 

0.39 

0.30 

$151.47 

0.39 

0.30 

$151.47 

A 

6515003225550 

CURETTE  MASTOID  SPRATT  SIZE  2  SPOON 
SHAPE  BLA 

EA 

2 

2 

0.40 

0.20 

$155.28 

0.40 

0.20 

$155.28 

A 

6515003225600 

CURETTE  MASTOID  SPRATT  SIZE  3  SPOON 
SHAPE 

EA 

1 

1 

0.19 

0.10 

$70.58 

0.19 

0.10 

$70.58 

A 

6515003225700 

CURETTE  MASTOID  SPRATT  SIZE  5  SPOON 
SHAPE 

EA 

1 

1 

0.19 

0.10 

$81.45 

0.19 

0.10 

$81.45 

A 

6515012983549 

CURETTE  SPINAL  COBB  NO.  0  1 1IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983550 

CURETTE  SPINAL  COBB  NO.  1  1 1IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983551 

CURETTE  SPINAL  COBB  NO.  2  1 1IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983552 

CURETTE  SPINAL  COBB  NO.  3  11IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983553 

CURETTE  SPINAL  COBB  NO.  4  1 1IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983548 

CURETTE  SPINAL  COBB  NO.  6  1 1IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515003235380 

CUTTER  BONE  PIN  18IN  (STEINMAN 

PIN  S/WIRE)CURV 

EA 

1 

1 

4.02 

1.00 

$1,824.15 

4.02 

1.00 

$1,824.15 

A 

6515011669028 

CUTTER  BONE  PIN  6IN  SINGLE  ACTION 
CURVED  HDL 

EA 

1 

1 

0.20 

0.20 

$267.29 

0.20 

0.20 

$267.29 

A 

6515003259400 

DIRECTOR  &  TONGUE  TIE  5.5IN  OLIVARY  TIP 

EA 

1 

1 

0.20 

0.14 

$21.36 

0.20 

0.14 

$21.36 

A 

6515010601641 

DRILL  HAND  BONE  BUNNELL  DESIGN 

JACOBS  CHUCK D 

EA 

2 

2 

2.22 

2.00 

$1,113.42 

2.22 

2.00 

$1,113.42 

A 

6515003618200 

ELEVATOR  AND  RETRACTOR  BONE 

BENNETT  9.75IN 

EA 

2 

2 

0.74 

0.20 

$118.36 

0.74 

0.20 

$118.36 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-4 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 

AS  wt 
(lbs) 

93  8C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515003276600 

ELEVATOR  NASAL  FREER  DESIGN  7.50IN 

EA 

1 

1 

0.20 

0.10 

$49.13 

0.20 

0.10 

$49.13 

A 

6515003280700 

ELEVATOR  PERIO  7.75IN  CURVED  BLADE 
ELEVATOR  PERIO  JOSE  6.5X.156IN  STRT 

EA 

1 

1 

0.20 

0.10 

$62.85 

0.20 

0.10 

$62.85 

A 

6515011398927 

BLADE 

EA 

1 

1 

0.20 

0.20 

$52.19 

0.20 

0.20 

$52.19 

A 

6515011398996 

ELEVATOR  PERIO  KEY  STYLE  0.500IN  BLADE 
ELEVATOR  PERIO  LANGENBECK  8.25IN 

EA 

3 

3 

1.13 

0.54 

$155.49 

1.13 

0.54 

$155.49 

A 

6515003277900 

BLUNT 

EA 

1 

1 

0.25 

0.10 

$57.14 

0.25 

0.10 

$57.14 

A 

6515003279400 

ELEVATOR  PERIO  SET  RASPATORY  DOYEN 
ELEVATOR  PERIOSTEAL  0.75IN  BLD  W  KEY 

SE 

1 

1 

0.38 

0.10 

$53.70 

0.38 

0.10 

$53.70 

A 

6515011398997 

STYLE  8 

ELEVATOR  PERIOSTEAL  KEY  STYLE  8IN  1IN 

EA 

1 

1 

0.38 

0.18 

$92.94 

0.38 

0.18 

$92.94 

A 

6515011688107 

BLADE 

EA 

1 

1 

0.25 

0.10 

$220.65 

0.25 

0.10 

$220.65 

A 

6515011398928 

ELEVATOR  PERIOSTEAL  ONE-PIECE  0.250IN 
ELEVATOR  SPINAL  COBB  1.25X0.75IN  BLADE 

EA 

1 

1 

0.10 

0.10 

$85.67 

0.10 

0.10 

$85.67 

A 

6515011638091 

5X1 

ELEVATOR  SPINAL  COBB  9.50X1IN 

EA 

1 

1 

0.20 

0.20 

$331.80 

0.20 

0.20 

$331.80 

A 

6515011637936 

0. 750X0. 375IN 

ELEVATOR  SPINAL  COBB  HDY  9.50X1IN  5IN 

EA 

1 

1 

0.10 

0.10 

$315.21 

0.10 

0.10 

$315.21 

A 

6515011651151 

HANDLE 

EA 

1 

1 

0.20 

0.20 

$315.21 

0.20 

0.20 

$315.21 

A 

6515011410809 

FILE  BONE  1/2X3-1/2IN  BLADE  9IN 

FORCEP  DRESSING  10IN  STRT&SERR  RD  TIP 

EA 

1 

1 

0.10 

0.58 

$99.02 

0.10 

0.58 

$99.02 

A 

6515003333700 

HEAVY 

FORCEP  DRESSING  5.50IN  STR&SERR  JAW 

EA 

1 

1 

0.25 

0.10 

$11.64 

0.25 

0.10 

$11.64 

A 

6515003333600 

RND  TIP 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN 

EA 

3 

3 

0.30 

0.30 

$43.38 

0.30 

0.30 

$43.38 

A 

6515003373900 

LOCK  JOINT 

FORCEP  HEMO  5.5IN  CRILE  CURVED  JAW  STR 

EA 

8 

8 

1.84 

0.80 

$214.56 

1.84 

0.80 

$214.56 

A 

6515006878054 

HDL 

FORCEP  HEMO  KELLY  5.50INX1IN  STRT  BOX 

EA 

16 

16 

2.40 

1.60 

$594.08 

2.40 

1.60 

$594.08 

A 

6515003346800 

LOCK 

FORCEP  HEMO  MIXTER  HALF-CURV  6.87- 

EA 

4 

4 

0.60 

0.40 

$198.44 

0.60 

0.40 

$198.44 

A 

6515000653181 

7.375IN 

FORCEP  HEMO  PEAN  SLIGHTLY  CURVED 

EA 

2 

2 

0.27 

0.21 

$179.08 

0.27 

0.21 

$179.08 

A 

6515003349500 

JAW  9 IN 

FORCEP  HEMO  ROCH-OCHS  1.875IN  JAW 

EA 

10 

10 

3.50 

3.50 

$555.00 

3.50 

3.50 

$555.00 

A 

6515003347500 

7.25IN  SZ  2 

EA 

6 

6 

1.80 

0.60 

$399.54 

1.80 

0.60 

$399.54 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-5 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 

AS  wt 
(lbs) 

93  8C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515003382900 

FORCEP  HEMO  SCHMIDT  7.25IN  CRVD  SERR 
TONSIL 

EA 

6 

6 

4.20 

0.60 

$71.94 

4.20 

0.60 

$71.94 

A 

6515003380300 

FORCEP  TISSUE  ALLIS  61N  PIV 

STRT&SMOOTH  JAW 

EA 

6 

6 

0.60 

0.60 

$128.70 

0.60 

0.60 

$128.70 

A 

6515006903209 

FORCEP  TISSUE  DEBAKEY  9.5IN  TWZR 
STR&SER  JAW 

EA 

2 

2 

0.62 

0.20 

$109.90 

0.62 

0.20 

$109.90 

A 

6515014584198 

FORCEP  TISSUE  INTESTINAL  9-1/2IN  RING 
HANDLE 

EA 

2 

2 

1.10 

0.24 

$21.54 

1.10 

0.24 

$21.54 

A 

6515004426883 

FORCEP  TOWEL  5.25INDMND  KNURL 

PATTERN  NONPERF 

EA 

6 

6 

1.14 

0.60 

$233.82 

1.14 

0.60 

$233.82 

A 

6515003204600 

FORCEP  TOWEL  BACKHAUS  5.25IN  PRG 

TOWEL  CLAMP 

EA 

4 

4 

0.44 

0.40 

$29.76 

0.44 

0.40 

$29.76 

A 

6515003669200 

FORCEPS  BONE  CUTTING  BETHUNE  13.51N 

EA 

1 

1 

1.38 

0.20 

$308.82 

1.38 

0.20 

$308.82 

A 

6515011398277 

FORCEPS  BONE  CUTTING  LISTON  DSGN  14CM 
LG  STR 

EA 

1 

1 

0.40 

0.20 

$224.94 

0.40 

0.20 

$224.94 

A 

6515003311300 

FORCEPS  BONE  CUTTING  LISTON -STILLE 
10.25IN 

EA 

2 

2 

2.00 

2.00 

$993.22 

2.00 

2.00 

$993.22 

A 

6515011398898 

FORCEPS  BONE  CUTTING  USKIN -LISTON  7 

3/8IN 

EA 

1 

1 

0.10 

0.14 

$366.65 

0.10 

0.14 

$366.65 

A 

6515011398708 

FORCEPS  BONE  HOLDING  KERN  6IN  O/A  LG 
SERRATED 

EA 

1 

1 

0.62 

0.28 

$273.71 

0.62 

0.28 

$273.71 

A 

6515011648883 

FORCEPS  BONE  HOLDING  VERBRUGGE  9.75IN 
CURVED 

EA 

1 

1 

0.20 

0.20 

$285.35 

0.20 

0.20 

$285.35 

A 

6515003332400 

FORCEPS  DRESSING  ADSON  7.125"  LG 
BAYONET  STR  &  SERRATED  SHARP  PT 

EA 

1 

1 

0.20 

0.10 

$55.08 

0.20 

0.10 

$55.08 

A 

6515010990365 

FORCEPS  FIXATION  LESTER  41N  STR  2X3  FINE 
PT 

EA 

1 

1 

0.20 

0.19 

$91.44 

0.20 

0.19 

$91.44 

A 

6515011405326 

FORCEPS  HEMO  ADSON  CRVD  7.25IN  FINE 
DISTAL 

EA 

2 

2 

0.20 

0.73 

$155.32 

0.20 

0.73 

$155.32 

A 

6515003344900 

FORCEPS  HEMO  HALSTED  4.75-5.25IN  CRVD 
SER 

EA 

20 

20 

2.00 

1.00 

$157.20 

2.00 

1.00 

$157.20 

A 

6515003343800 

FORCEPS  HEMO  KELLY  5.25-5.75IN  SLIGHT 
CURV 

EA 

2 

2 

0.30 

0.20 

$54.46 

0.30 

0.20 

$54.46 

A 

6515003344100 

FORCEPS  HEMO  MAYO-CARMALT  8IN 

EA 

2 

2 

0.70 

0.20 

$194.10 

0.70 

0.20 

$194.10 

A 

6515003347400 

FORCEPS  HEMO  ROCHESTER-OCHSNER  6IN 

EA 

4 

4 

0.76 

0.40 

$81.20 

0.76 

0.40 

$81.20 

A 

6515003344300 

FORCEPS  HEMO  ROCH-PEAN  6- 

EA 

12 

12 

1.32 

1.20 

$115.08 

1.32 

1.20 

$115.08 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-6 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 

AS  wt 
(lbs) 

93  8C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515010489066 

6.50IN1.875QTR-CRV 

FORCEPS  HEMO  STORZ/STOREY  RIGHT 

ANGLE  8 IN 

EA 

1 

1 

0.15 

0.64 

$76.02 

0.15 

0.64 

$76.02 

A 

6515003345600 

FORCEPS  HEMOS  HALSTED  MOSQUITO  PT 

5IN 

EA 

4 

4 

0.44 

0.40 

$52.28 

0.44 

0.40 

$52.28 

A 

6515011398167 

FORCEPS  INTESTINAL  ANGULAR  GLASSMAN 
91N 

EA 

2 

2 

0.20 

0.20 

$119.32 

0.20 

0.20 

$119.32 

A 

6515003352900 

FORCEPS  INTESTINAL  BABCOCK  8IN 
STRAIGHT 

EA 

4 

4 

0.72 

0.40 

$60.00 

0.72 

0.40 

$60.00 

A 

6515003355800 

FORCEPS  KIDNEY  PEDICLE  GUYON-PEAN 

9.5IN 

EA 

2 

2 

1.68 

0.20 

$489.06 

1.68 

0.20 

$489.06 

A 

6515003359100 

FORCEPS  LUNG  GRASPING  COLLIN 
TRIANGULAR  8IN 

EA 

1 

1 

0.12 

0.10 

$171.57 

0.12 

0.10 

$171.57 

A 

6515013309392 

FORCEPS  LUNG  GRASPING  DUVAL  8IN 

EA 

2 

2 

0.60 

0.40 

$402.52 

0.60 

0.40 

$402.52 

A 

6515011398939 

FORCEPS  THORACIC  1 1IN  LG  ANGULAR  SOFT 
JAW 

EA 

5 

5 

1.60 

1.00 

$1,161.45 

1.60 

1.00 

$1,161.45 

A 

6515011398938 

FORCEPS  THORACIC  9IN 

EA 

5 

5 

1.00 

1.25 

$449.80 

1.00 

1.25 

$449.80 

A 

6515006903208 

FORCEPS  TISS  DEBAK  7.75IN  TWEEZER 
STR&SER  JAW 

EA 

2 

2 

0.38 

0.20 

$89.10 

0.38 

0.20 

$89.10 

A 

6515003379900 

FORCEPS  TISSUE  5.5IN  TWEEZER  STR  & 
SMOOTH 

EA 

5 

5 

0.50 

0.50 

$81.40 

0.50 

0.50 

$81.40 

A 

6515003377800 

FORCEPS  TISSUE  ADS4.50INTWEEZ  STRT  & 
SMTH  JAW 

EA 

4 

4 

0.80 

0.40 

$313.32 

0.80 

0.40 

$313.32 

A 

6515014584567 

FORCEPS  TISSUE  ALLIS  XTRA  LONG  10IN  5X6 
TEETH 

EA 

2 

2 

0.36 

0.22 

$35.10 

0.36 

0.22 

$35.10 

A 

6515014584214 

FORCEPS  TISSUE  BRIDGE  THORACIC  CLAMP 
11IN 

EA 

2 

2 

1.10 

0.24 

$89.98 

1.10 

0.24 

$89.98 

A 

6515012983857 

FORCEPS  TISSUE  FERRIS-SMITH  TWEEZER 

7IN 

EA 

1 

1 

0.20 

0.10 

$24.00 

0.20 

0.10 

$24.00 

A 

6515002998325 

FORCEPS  TISSUE  RUSSIAN  5.75-6.25IN 
TWEEZER 

EA 

1 

1 

0.20 

0.10 

$34.23 

0.20 

0.10 

$34.23 

A 

6515003204590 

FORCEPS  TOWEL  BACKHAUS  4IN  OPPOSED 
PRONGS 

EA 

8 

8 

1.04 

0.80 

$98.16 

1.04 

0.80 

$98.16 

A 

6515011398192 

FORCEPS  VASCULAR  TISSUE  DEBAKEY  12IN 

EA 

2 

2 

0.20 

0.20 

$129.48 

0.20 

0.20 

$129.48 

A 

6515011398924 

GOUGE  SPINAL  COBB  9.50IN  4.50IN  BLADE  LG 

EA 

1 

1 

0.10 

0.10 

$348.39 

0.10 

0.10 

$348.39 

A 

6515011656695 

GOUGE  SPINAL  COBB  9.50IN  ANG  BLUNT 

EA 

1 

1 

0.20 

0.20 

$348.39 

0.20 

0.20 

$348.39 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-7 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 

AS  wt 
(lbs) 

93  8C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515011656696 

BLADE  CRVD 

GOUGE  SPINAL  COBB  STR  9.50IN  ANG  BLADE 
4.50IN 

EA 

1 

1 

0.20 

0.20 

$207.90 

0.20 

0.20 

$207.90 

A 

6515011643140 

GOUGE  SPINAL  COBB  STRAIGHT  9.50IN 

EA 

1 

1 

0.39 

0.10 

$127.65 

0.39 

0.10 

$127.65 

A 

6640004314520 

GRADUATE  LIQUID  LAB  CRS  CYLINDRICAL 
1000  ML 

EA 

1 

1 

1.25 

0.17 

$50.62 

1.25 

0.17 

$50.62 

A 

6515007822613 

HANDLE  SURG  KNIFE  DET  BLADE  NO  3K 

STUB  NOSE 

EA 

1 

1 

0.10 

0.10 

$36.53 

0.10 

0.10 

$36.53 

A 

6515011417469 

HANDLE  SURG  KNIFE  DETACHABLE  BLADE 

SZ  3 

EA 

1 

1 

0.13 

0.52 

$13.04 

0.13 

0.52 

$13.04 

A 

6515003447800 

HANDLE  SURGICAL  KNIFE  DET  BLADE  3 
NARROW  NOSE 

EA 

10 

10 

1.00 

1.09 

$55.20 

1.00 

1.09 

$55.20 

A 

6515003447880 

HANDLE  SURGICAL  KNIFE  DET  BLADE  7 
NARROW  NOSE 

EA 

1 

1 

0.10 

0.10 

$7.32 

0.10 

0.10 

$7.32 

A 

6515011863653 

HOLDER  IN  STR  STERILIZATION  U-SHAPED 
5.5X3IN 

EA 

1 

1 

0.22 

0.20 

$58.43 

0.22 

0.20 

$58.43 

A 

6515006903198 

HOLDER  SUTURE  NDL  DEBAKEY  7IN  SERR 

EA 

1 

1 

0.20 

0.10 

$76.71 

0.20 

0.10 

$76.71 

A 

6515003419800 

HOLDER  SUTURE  NDL  MASSON  10.5IN  STRT 
JAW  LOCK 

EA 

1 

1 

0.28 

0.10 

$162.14 

0.28 

0.10 

$162.14 

A 

6515003417200 

HOLDER  SUTURE  NEEDLE  COLLIER  5IN  STRT 
JAW 

EA 

2 

2 

0.20 

0.20 

$97.70 

0.20 

0.20 

$97.70 

A 

6515006903202 

HOLDER  SUTURE  NEEDLE  DEBAKEY  12IN  LG 
SERRATED 

EA 

1 

1 

0.28 

0.10 

$106.25 

0.28 

0.10 

$106.25 

A 

6515009857024 

HOLDER  SUTURE  NEEDLE  HEANEY  8.25IN 
SERR 

EA 

1 

1 

0.14 

0.46 

$40.17 

0.14 

0.46 

$40.17 

A 

6515011648884 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO 

10IN  F/GENER 

EA 

2 

2 

0.60 

0.40 

$135.78 

0.60 

0.40 

$135.78 

A 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN 
SER  JAW 

EA 

4 

4 

0.88 

0.04 

$154.20 

0.88 

0.04 

$154.20 

A 

6515011665097 

HOOK  BONE  7.25INX  0.75IN  CRVD  TAPERED 
POINT 

EA 

1 

1 

0.25 

0.20 

$60.87 

0.25 

0.20 

$60.87 

A 

6515011253227 

HOOK  BONE  CRVD  7.25IN  TAPER  90  DEG  HDL 
SHFT 

EA 

2 

2 

0.64 

0.20 

$1,125.00 

0.64 

0.20 

$1,125.00 

A 

6515003421400 

HOOK  BRAIN  DISSECTING  ADSON  90  DEGREE 
8IN 

EA 

3 

3 

0.68 

0.30 

$90.54 

0.68 

0.30 

$90.54 

A 

6515011397990 

KEY  DRILL  CHUCK  T-STYLE  FOR  1/4"  JACOBS 

EA 

2 

2 

0.40 

0.02 

$83.66 

0.40 

0.02 

$83.66 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-8 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 

AS  wt 
(lbs) 

93  8C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515003435800 

CHUCK 

KNIFE  AMPUTATING  LISTON  10.5IN  CURVED 

EA 

1 

1 

0.38 

0.10 

$138.42 

0.38 

0.10 

$138.42 

A 

6515010457158 

KNIFE  STERNUM  LEBSCHE  10IN  PASSIVATED 

EA 

1 

1 

0.50 

0.20 

$146.60 

0.50 

0.20 

$146.60 

A 

6530015491089 

LIGHT  SURG  FIELD  RUGGEDIZED  F/AUSTERE 
ENVIRON 

EA 

2 

2 

5.10 

1.10 

$5,591.26 

5.10 

1.10 

$5,591.26 

A 

6515012340253 

MALLET  BONE  SURGERY  10IN  LG  RECT 

HEAD 

EA 

3 

3 

6.00 

0.60 

$645.39 

6.00 

0.60 

$645.39 

A 

6515011398275 

MALLET  BONE  SURGERY  ALUMINUM  8.375IN 
CYL 

EA 

1 

1 

0.54 

0.10 

$575.67 

0.54 

0.10 

$575.67 

A 

6515003734930 

NIPPER  INGROWN  TOENAIL  5IN  LG  BOX 

LOCK 

EA 

1 

1 

0.17 

0.10 

$60.27 

0.17 

0.10 

$60.27 

A 

6515015387831 

OSTEOTOME  CRS  15  X  9.5MM  NONSTERILE 
F/MAXILLOFACIAL  &  ORTHO  SURG 

EA 

1 

1 

0.10 

0.10 

$225.05 

0.10 

0.10 

$225.05 

A 

6515015387813 

OSTEOTOME  CRS  15X6.4MM  NONSTERILE 
F/MAXILLOFACIAL  &  ORTHO  SURG 

EA 

1 

1 

1.00 

1.00 

$222.05 

1.00 

1.00 

$222.05 

A 

6515015387807 

OSTEOTOME  CRS  6  X  .125IN  NONSTERILE 
F/MAXILLOFICIAL  &  ORTHO  SURG 

EA 

1 

1 

0.10 

0.10 

$222.05 

0.10 

0.10 

$222.05 

A 

6515015387830 

OSTEOTOME  CRS  6  X  .188IN  NONSTERILE 
F/MAXILLOFACIAL  &  ORTHO  SURG 

EA 

1 

1 

0.10 

0.10 

$222.05 

0.10 

0.10 

$222.05 

A 

6515015387819 

OSTEOTOME  CRS  7.9X15MM  NONSTERILE 
F/MAXILLOFACIAL  &  ORTHO  SURG 

EA 

1 

1 

0.10 

0.10 

$222.05 

0.10 

0.10 

$222.05 

A 

6515014582849 

OSTEOTOME  SET  LAMBOTTE  TYPE  CURVED 
SET  OF  6 

EA 

1 

1 

1.00 

1.00 

$187.50 

1.00 

1.00 

$187.50 

A 

6515003553300 

PERIO STEOT OME  ALEXANDER-FARABEUF 

8IN  CUR 

EA 

1 

1 

0.38 

0.10 

$205.80 

0.38 

0.10 

$205.80 

A 

6515011399048 

PLIERS  WIRE  SUTURE  CUTTING  6.75IN  LG 
SERRATED 

EA 

5 

5 

10.00 

0.60 

$1,276.15 

10.00 

0.60 

$1,276.15 

A 

6515013464817 

POST  TABLE  RETRACTOR  BOOKW ALTER  1IN 

EA 

2 

2 

16.00 

8.25 

$8,373.96 

16.00 

8.25 

$8,373.96 

A 

6515011190018 

PROBE  GENERAL  OPERATING  BULBOUS  TIP 
5IN  LG 

EA 

1 

1 

0.36 

0.20 

$5.58 

0.36 

0.20 

$5.58 

A 

6515013077454 

PROTECTOR  HAND  SURGICAL  12IN  OVERALL 
FLEX  NON 

EA 

1 

1 

0.13 

0.13 

$111.00 

0.13 

0.13 

$111.00 

A 

6515014982252 

PUMP  IV  INFUSION  MINI  RAPID  IV 

EA 

1 

1 

0.75 

0.22 

$3,644.65 

0.75 

0.22 

$3,644.65 

A 

6530011398958 

RACK  OSTEOTO  STERILIZATION  LAMBOT  12 
INST  CAP 

EA 

1 

1 

0.01 

0.00 

$792.72 

0.01 

0.00 

$792.72 

A 

6515011398267 

RASP  BONE  3 IN  BLADE  PUTTI  STYLE 

EA 

2 

2 

2.93 

0.23 

$369.52 

2.93 

0.23 

$369.52 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-9 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 

AS  wt 
(lbs) 

93  8C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515003591700 

DOUBLE  ENDE 

RASP  BONE  LEWIS  NASAL  DSGN  7.125IN  STR 
SERR 

EA 

1 

1 

0.27 

0.10 

$90.45 

0.27 

0.10 

$90.45 

A 

6515012458987 

RATCHET  TILTING  MECHANISM 
BOOKWALTER  DESIGN 

EA 

3 

3 

1.02 

0.60 

$7,697.88 

1.02 

0.60 

$7,697.88 

A 

6515012492755 

RATCHET  TILTING  MECHANISM 
BOOKWALTER  DSGN  STD 

EA 

2 

2 

0.38 

0.40 

$5,181.42 

0.38 

0.40 

$5,181.42 

A 

6515014828969 

RELOAD  CLIP  GUN  KIT  PRE  LOAD  MAG  10 
CLIPS 

PG 

2 

2 

0.02 

0.02 

$267.00 

0.02 

0.02 

$267.00 

A 

6515011398969 

RETRACTOR  ABDOM  CODMAN-SHURTLEFF 

EA 

1 

1 

2.86 

0.40 

$639.99 

2.86 

0.40 

$639.99 

A 

6515011398195 

RETRACTOR  ABDOMIN  KELLY  1 1.5IN  3  X 

3.5IN  SERR 

EA 

2 

2 

1.22 

1.40 

$210.24 

1.22 

1.40 

$210.24 

A 

6515012449949 

RETRACTOR  ABDOMIN  KELLY  LEFT  W/2 
2INX1.5IN  BL 

EA 

3 

3 

3.00 

0.60 

$1,867.50 

3.00 

0.60 

$1,867.50 

A 

6515003603510 

RETRACTOR  ABDOMINAL  DEAVER  1.5X12IN 

EA 

1 

1 

0.69 

0.10 

$23.19 

0.69 

0.10 

$23.19 

A 

6515003603490 

RETRACTOR  ABDOMINAL  DEAVER  1X12IN 

EA 

1 

1 

0.56 

0.10 

$126.41 

0.56 

0.10 

$126.41 

A 

6515003603530 

RETRACTOR  ABDOMINAL  DEAVER  2X1 2IN 

EA 

1 

1 

0.72 

0.10 

$31.22 

0.72 

0.10 

$31.22 

A 

6515014576145 

RETRACTOR  ABDOMINAL 
DEBAKEY/COOLEY/DEAVER  STY 

EA 

1 

1 

0.55 

0.12 

$141.68 

0.55 

0.12 

$141.68 

A 

6515011398194 

RETRACTOR  ABDOMINAL  LEMMON  EXTRA 
DEEP  DEAVER 

EA 

1 

1 

0.10 

0.10 

$174.96 

0.10 

0.10 

$174.96 

A 

6515003604400 

RETRACTOR  ABDOMINAL  MAYO  SIZE 
9.75X2.75IN 

EA 

1 

1 

0.52 

0.10 

$169.10 

0.52 

0.10 

$169.10 

A 

6515014576232 

RETRACTOR  AMPUTAT  RETRACT  SOFT 
TISSUE/MUSCLE 

EA 

1 

1 

0.12 

0.70 

$312.45 

0.12 

0.70 

$312.45 

A 

6515011398263 

RETRACTOR  CEREBELLAR  ADSON  4X4 

SHARP  PRONGS  S 

EA 

1 

1 

0.10 

0.10 

$362.60 

0.10 

0.10 

$362.60 

A 

6515011398262 

RETRACTOR  CEREBELLAR  ADSON  STRAIGHT 
4X4  SHARP 

EA 

1 

1 

0.20 

0.26 

$479.28 

0.20 

0.26 

$479.28 

A 

6515011398196 

RETRACTOR  GEN  OPER  HARRINGTON 
13X2.25IN 

EA 

3 

3 

3.00 

0.48 

$471.06 

3.00 

0.48 

$471.06 

A 

6515003610450 

RETRACTOR  GEN  OPER  VOLKMAN  4  PRONG 
HDL  8.5IN 

EA 

2 

2 

0.40 

0.20 

$149.34 

0.40 

0.20 

$149.34 

A 

6515015358244 

RETRACTOR  LAMIN  SPINE  W/HINGED  ARMS 
12IN 

EA 

2 

2 

2.40 

0.50 

$1,755.30 

2.40 

0.50 

$1,755.30 

A 

6515009269193 

RETRACTOR  MASTWEITLANER  6.5IN  HOOK  4 

EA 

2 

2 

0.62 

0.40 

$103.20 

0.62 

0.40 

$103.20 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-10 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 

AS  wt 
(lbs) 

93  8C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515011399037 

PRONG 

RETRACTOR  ORTHO  5.2251N  BLADE 

1.50X0.50IN  HDL 

EA 

2 

2 

0.40 

0.58 

$202.42 

0.40 

0.58 

$202.42 

A 

6515014616642 

RETRACTOR  ORTHO  HEISS  4"L,  4X4  SHARP 
PRONGS  S 

EA 

1 

1 

0.12 

0.01 

$61.74 

0.12 

0.01 

$61.74 

A 

6515011253223 

RETRACTOR  ORTHO  HOMAN  9.375X1. 751N 
RECT  BLADE 

EA 

2 

2 

0.57 

0.20 

$257.28 

0.57 

0.20 

$257.28 

A 

6515011253222 

RETRACTOR  ORTHOPEDIC  HOHMANN  9.250IN 
LG 

EA 

2 

2 

0.45 

1.09 

$236.46 

0.45 

1.09 

$236.46 

A 

6515003614850 

RETRACTOR  PERINEAL  GELPI  HOOK  UNIT 
TYPE  6 

EA 

1 

1 

0.37 

0.10 

$44.79 

0.37 

0.10 

$44.79 

A 

6515011346649 

RETRACTOR  RIB  BURFORD-FINOCCHIETO 

EA 

1 

1 

6.50 

0.10 

$232.50 

6.50 

0.10 

$232.50 

A 

6515003617250 

RETRACTOR  RIB  FINOCCHIETO 

FENESTRATED  MED 

EA 

1 

1 

2.00 

0.26 

$879.74 

2.00 

0.26 

$879.74 

A 

6515011346643 

RETRACTOR  SCAPULAR  DAVIDSON  3X3.50IN 

EA 

1 

1 

0.83 

0.10 

$292.35 

0.83 

0.10 

$292.35 

A 

6515011132623 

RETRACTOR  SENN-KANAVEL  3  PRONGS 

6.75IN 

EA 

4 

4 

0.16 

1.24 

$198.04 

0.16 

1.24 

$198.04 

A 

6515003603850 

RETRACTOR  SET  ABDOMINAL  RICHARD  SON - 
EASTMAN  2S 

SE 

2 

2 

1.00 

0.40 

$53.02 

1.00 

0.40 

$53.02 

A 

6515003609200 

RETRACTOR  SET  GEN  OPERAT  DBL  END 
8.5&8.75IN 

SE 

1 

1 

0.30 

0.10 

$41.51 

0.30 

0.10 

$41.51 

A 

6515011397642 

RETRACTOR  STERNUM  COOLEY  DESIGN 

SELF  RETAIN IN 

EA 

1 

1 

1.00 

0.10 

$184.16 

1.00 

0.10 

$184.16 

A 

6515014587927 

RETRACTOR  SURG  MALLEABLE  STRAIGHT 
13X1.5IN 

EA 

1 

1 

0.25 

0.28 

$14.76 

0.25 

0.28 

$14.76 

A 

6515011220668 

RETRACTOR  TISSUE  HIBBS  9.25IN  LG  3IN 
BLADE 

EA 

2 

2 

1.34 

0.80 

$140.38 

1.34 

0.80 

$140.38 

A 

6515011398197 

RETRACTOR  VAGOTOMY  WEIBERG  4X6.75IN 

EA 

1 

1 

1.18 

0.11 

$52.50 

1.18 

0.11 

$52.50 

A 

6515003620200 

RETRACTOR  VEIN  CUSHING  DESIGN  8.5IN 

EA 

2 

2 

0.32 

0.20 

$153.06 

0.32 

0.20 

$153.06 

A 

6515013464818 

RING  SEGMENTED  OVAL  BOOKW ALTER 
10.50X20IN 

EA 

1 

1 

3.00 

0.50 

$4,588.49 

3.00 

0.50 

$4,588.49 

A 

6530014807592 

ROD  IV-IRRIG  CONTAINER  4  HOOK  5  WHEEL 
BASE 

EA 

1 

1 

1.15 

0.15 

$300.00 

1.15 

0.15 

$300.00 

A 

6515003315050 

RONGEUR  BANE  CURVED  7IN  MASTOID 

EA 

1 

1 

0.34 

0.01 

$245.82 

0.34 

0.01 

$245.82 

A 

6515011398276 

RONGEUR  BEYER  DESIGN  7IN  BONE  DOUBLE 
ACTION 

EA 

1 

1 

0.10 

0.60 

$329.42 

0.10 

0.60 

$329.42 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-ll 


Status 

NSN 

Supply  description 

UI 

938C 

AS 

qty 

EESP 

qty 

938C 

AS  wt 
(lbs) 

93  8C 

AS  cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515011398115 

RONGEUR  SAUERBRUCH  30.5CM  LG  DBL 
ACTION  17MM 

EA 

1 

1 

2.00 

0.10 

$343.50 

2.00 

0.10 

$343.50 

A 

6515003313600 

RONGEUR  STILLE  DBL-JOINTED  ANGULAR 
8.75IN 

EA 

1 

1 

0.72 

0.10 

$309.81 

0.72 

0.10 

$309.81 

A 

6515003314800 

RONGEUR  STILLE  DBL-JOINTED  CURVED  9IN 

EA 

1 

1 

0.85 

0.30 

$478.31 

0.85 

0.30 

$478.31 

A 

6515003315400 

RONGEUR  STILLE-LUER  DBL-JOINTED  STR 

9IN  RD 

EA 

1 

1 

0.76 

0.30 

$469.14 

0.76 

0.30 

$469.14 

A 

6515011398983 

RULER  SURGICAL  6X7/8IN  FLEXIBLE  SS 

EA 

1 

1 

0.10 

0.10 

$12.00 

0.10 

0.10 

$12.00 

A 

6515003631100 

SAW  AMPUTATING  SATTERLEE  8IN  BLADE 
2.25IN 

EA 

1 

1 

0.71 

0.10 

$67.43 

0.71 

0.10 

$67.43 

A 

6515003638840 

SCISSOR  BANDAGE  ANGLED  7IN 

EA 

1 

1 

0.21 

0.10 

$12.04 

0.21 

0.10 

$12.04 

A 

6515011111013 

SCISSOR  EAR  JOSEPH  CRV  BLADE  MED  WT 
5.7IN 

EA 

1 

1 

0.10 

0.10 

$17.82 

0.10 

0.10 

$17.82 

A 

6515003651820 

SCISSOR  GEN  SURG  5.50IN  ONE  BLUNT 

EA 

2 

2 

0.26 

0.20 

$10.74 

0.26 

0.20 

$10.74 

A 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT  1.626IN 
CUT 

EA 

2 

2 

0.32 

0.20 

$15.12 

0.32 

0.20 

$15.12 

A 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRV  BLADE  6.50- 
7IN  BLNT 

EA 

3 

3 

0.30 

0.30 

$24.48 

0.30 

0.30 

$24.48 

A 

6515010895668 

SCISSOR  GEN  SURG  METZENBAUM  11IN 
DELICATE 

EA 

2 

2 

0.48 

0.20 

$292.92 

0.48 

0.20 

$292.92 

A 

6515010604280 

SCISSOR  GEN  SURG  METZENBAUM  5.75IN 
CRVD  BL 

EA 

1 

1 

0.20 

0.10 

$19.49 

0.20 

0.10 

$19.49 

A 

6515011654991 

SCISSOR  GEN  SURG  METZENBAUM  7IN  FINE 
TIP  CURV 

EA 

1 

1 

0.20 

0.20 

$6.60 

0.20 

0.20 

$6.60 

A 

6515006903223 

SCISSOR  GEN  SURG  POTTS  SMITH  7.5IN 

EA 

1 

1 

0.14 

0.10 

$129.26 

0.14 

0.10 

$129.26 

A 

6515003644800 

SCISSOR  IRIS  STRAIGHT  4IN  FINGER  RING 

EA 

2 

2 

0.24 

0.20 

$89.14 

0.24 

0.20 

$89.14 

A 

6515003656300 

SCISSOR  TENOT  STEVENS  4-4.5IN  STR  BLD 
BLTPT 

EA 

1 

1 

0.20 

0.20 

$18.00 

0.20 

0.20 

$18.00 

A 

6515011398988 

SCISSOR  THORACIC  SLIGHTLY  CRVD 

NELSON  DSGN  1 

EA 

1 

1 

0.40 

1.00 

$153.20 

0.40 

1.00 

$153.20 

A 

6515003657100 

SCISSOR  TONSIL  METZENBAUM  7IN  CRV 
BLUNT  PTS 

EA 

2 

2 

0.20 

0.20 

$261.12 

0.20 

0.20 

$261.12 

A 

6515011511822 

SCISSOR  WIRE  CUT  SURG  4.75IN  SHORT  ANG 

EA 

1 

1 

0.20 

0.10 

$44.15 

0.20 

0.10 

$44.15 

A 

6515009235000 

SCISSORS  GEN  SURG  NELSON  LUNG 
DISSECTING  9IN 

EA 

1 

1 

0.16 

0.16 

$52.62 

0.16 

0.16 

$52.62 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-12 


938C 

938C 

93  8C 

EESP 

AS 

EESP 

AS  wt 

AS  cube 

938C  AS 

EESP  wt 

cube 

Status 

NSN 

Supply  description 

UI 

qty 

qty 

(lbs) 

(cu  ft) 

cost 

(lbs) 

(cu  ft) 

EESP  cost 

SCISSORS  GENERAL  SURG  NELSON  LUNG 

A 

6515009235004 

DISSECTING 

SHEARS  RIB  CUTTING  HAND  STILLE  10IN 

EA 

1 

1 

0.16 

0.32 

$83.70 

0.16 

0.32 

$83.70 

A 

6515011398238 

PASSIVAT 

STAPLER  SURGICAL  55ML  CAP  AUTO 

EA 

1 

1 

0.10 

0.10 

$150.00 

0.10 

0.10 

$150.00 

A 

6515011304924 

NONREMOVABLE 

STAPLER  SURGICAL  GASTROINTESTINAL 

EA 

1 

1 

2.00 

0.30 

$849.48 

2.00 

0.30 

$849.48 

A 

6515011304923 

50ML  CAP  2 

STAPLER  SURGICAL  THORACIC-ABDOMINAL 

EA 

1 

1 

1.20 

0.30 

$3,160.05 

1.20 

0.30 

$3,160.05 

A 

6515011304922 

AUTOMATIC 

EA 

1 

1 

2.20 

0.31 

$849.48 

2.20 

0.31 

$849.48 

A 

6515015316051 

SUCTION  APPARATUS  SURG  BAT  1 1-30V/AC 

EA 

1 

1 

12.00 

5.56 

$2,210.00 

12.00 

5.56 

$2,210.00 

A 

6530013215592 

TABLE  OPERATING  FIELD  ASSTC 

TOWEL  HAND  COTTON  GRN/GRAY  NONDISP 

EA 

1 

1 

170.00 

4.50 

$3,824.20 

170.00 

4.50 

$3,824.20 

A 

7210002999610 

36X1 7IN 

TRACTOR  BONE  WIRE  KIRSCHNER  COML 

EA 

24 

24 

5.76 

0.24 

$30.24 

5.76 

0.24 

$30.24 

A 

6515003109120 

EXTRA  LONG  A 

EA 

1 

1 

2.54 

1.00 

$842.96 

2.54 

1.00 

$842.96 

A 

6515014652059 

WARMER  FLUID  BELMONT  MODEL  FMS  2000 
WIRE  INSTRUMENT  AND  IMPLANT  SET 

EA 

1 

1 

26.00 

0.70 

$18,342.00 

26.00 

0.70 

$18,342.00 

A 

6515013850488 

ORTHOPEDIC 

SE 

1 

1 

3.00 

0.20 

$10,107.00 

3.00 

0.20 

$10,107.00 

Consumables 

BANDAGE  FELT  ORTH  ROLL  NONSTER 

A 

6510002003040 

6INX4YD  36S 

BASIN  7QT  STERILIZABLE  PLAS  FITS  STAND 

PG 

1 

1 

4.72 

2.00 

$80.49 

4.72 

2.00 

$80.49 

B 

6530014588301 

12S 

CARTRIDGE  PUMP  INTRAVENOUS  POWER 

PG 

2 

3 

0.70 

0.24 

$185.76 

1.05 

0.36 

$278.64 

C 

6515014661488 

INFUSOR  10S 

FIXATION  SET  ORTHO  FORWARD  DEPLOYED 

PG 

5 

1 

10.00 

1.00 

$1,475.00 

2.00 

0.20 

$295.00 

B 

6515015460559 

PACK 

GELATIN  SPONGE  ABSORBABLE  GELFOAM 

EA 

5 

6 

10.00 

0.45 

$14,504.50 

12.00 

0.54 

$17,405.40 

B 

6510000802054 

1X3IN  6S 

INTRAVENOUS  ADMIN  SET  FMS  2000  DISP  3 

PG 

1 

3 

1.00 

1.00 

$187.91 

3.00 

3.00 

$563.73 

A 

6515015178115 

BAG  SPI 

PIN  BONE  KIRSCHNER  SS  DIAMOND 

PG 

1 

1 

20.00 

5.00 

$1,500.00 

20.00 

5.00 

$1,500.00 

A 

6515012637727 

0.062INX9IN 

PG 

1 

1 

0.20 

0.58 

$70.02 

0.20 

0.58 

$70.02 

A 

6515014665138 

PIN  BONE  PLAIN  SHANK  MOND  9IN.188IN  6  6S 

PG 

1 

1 

0.55 

0.02 

$108.66 

0.55 

0.02 

$108.66 

A 

6515014666145 

PIN  BONE  STEIN  NON-STER  9IN  LE  6  0.109IN 

PG 

1 

1 

0.55 

0.02 

$12.50 

0.55 

0.02 

$12.50 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  E-13 


938C 

938C 

938C 

EESP 

AS 

EESP 

AS  wt 

AS  cube 

938CAS  EESP  wt 

cube 

Status  NSN 

Supply  description 

UI  qty 

qty 

(lbs) 

(cu  ft) 

cost  (lbs) 

(cu  ft) 

EESP  cost 

6S 

PIN  BONE  STEIN  NON-STER.156IN  PLAIN 


A 

6515014665158 

SHANK  6S 

PIN  BONE  STEIN  PLAIN  SHANK  9IN  PT  6  .141 

PG 

1 

1 

0.55 

0.02 

$104.18 

0.55 

0.02 

$104.18 

A 

6515014665107 

6S 

PIN  BONE  STEIN  PLAIN  SHANK  9INX.078IN  PT 

PG 

1 

1 

0.55 

0.02 

$108.66 

0.55 

0.02 

$108.66 

A 

6515014665115 

6S 

PIN  BONE  STEIN  THREAD  PIN  UNTHR 

PG 

1 

1 

0.55 

0.02 

$85.49 

0.55 

0.02 

$85.49 

A 

6515014665119 

SHNK.109  6S 

PIN  BONE  STEIN  THREAD  PIN  UNTHREAD 

PG 

1 

1 

0.55 

0.02 

$169.41 

0.55 

0.02 

$169.41 

A 

6515014665103 

.078IN  6S 

PIN  BONE  STEINMAN  9IN  LG  0.141IN 

PG 

1 

1 

0.55 

0.02 

$132.95 

0.55 

0.02 

$132.95 

A 

6515013201323 

NONSTER  6S 

PIN  BONE  STEINMAN  9INX  0.125IN  DIAMOND 

PG 

1 

1 

1.00 

0.10 

$664.50 

1.00 

0.10 

$664.50 

A 

6515013548650 

6S 

PIN  BONE  STEINMAN  9INX.156IN 

PG 

1 

1 

0.20 

0.20 

$69.47 

0.20 

0.20 

$69.47 

A 

6515012842958 

UNTHREADED  6S 

PIN  BONE  STEINMAN  DIAMOND  PT  9IN  X 

PG 

1 

1 

0.20 

0.20 

$161.19 

0.20 

0.20 

$161.19 

A 

6515012842956 

.094IN  6S 

PG 

1 

1 

0.20 

0.20 

$84.60 

0.20 

0.20 

$84.60 

A 

6515012052421 

PIN  BONE  STEINMAN  SS  9IN  X  .188IN  6S 

PIN  BONE  THREAD  PIN  UNTHREAD 

PG 

1 

1 

0.10 

0.10 

$1.50 

0.10 

0.10 

$1.50 

A 

6515014665123 

SHANK.094IN  6  6S 

PIN  BONE  THREAD  PIN  UNTHREAD 

PG 

1 

1 

0.55 

0.02 

$90.90 

0.55 

0.02 

$90.90 

A 

6515014665129 

SHANK.  125IN  6  6S 

SPLINTING  MATERIAL  ORTHOPEDIC  3X1 5IN 

PG 

1 

1 

0.55 

0.02 

$169.41 

0.55 

0.02 

$169.41 

B 

6515014619510 

ORHTO  GL 

STAPLE  UNIT  SURG  75MM  RELD  W/  SAFETY 

EA 

1 

15 

2.00 

0.23 

$122.82 

30.00 

3.45 

$1,842.30 

B 

6515013810143 

12S 

WIRE  BONE  KIRSCHN  STER  THREAD 

PG 

1 

2 

2.00 

0.22 

$1,677.87 

4.00 

0.44 

$3,355.74 

B 

6515014665213 

9INX7.035IN  5S 

WIRE  BONE  KIRSCHN  THREAD  9INXLE7.045IN 

PG 

1 

2 

0.55 

0.02 

$105.00 

1.10 

0.03 

$210.00 

B 

6515014665249 

5S 

WIRE  BONE  STEIN  STERTHREAD  9IN  LE  7 

PG 

1 

2 

0.55 

0.02 

$228.62 

1.10 

0.03 

$457.24 

B 

6515014665205 

.062IN  5S 

PG 

1 

2 

0.55 

0.02 

$240.35 

1.10 

0.03 

$480.70 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-l 


Appendix  F. 

Central  Sterile  Supply  Allowance  Standard  Recommended  Configuration 


938C  AS 

938C  AS 

EESP 

938C  EESP 

wt 

cube 

938C  AS 

EESP  wt 

cube 

Status 

NSN 

Supply  description 

UI 

AS  qty 

qty 

(lbs) 

(cu  ft) 

cost 

(lbs) 

(cu  ft) 

EESP  cost 

Equipment 

ADAPTER  POWER  PUMP  120V  AC  12V  DC 

A 

6515014661481 

WALL  MOUNT 

BAR  HORIZONTAL  RETRACTOR 

EA 

1 

1 

2.25 

0.25 

$45.00 

2.25 

0.25 

$45.00 

A 

6515013464816 

BOOKWALTER 

BASIN  EMESIS  STEEL  KIDNEY  SHAPE 

EA 

4 

4 

16.00 

1.20 

$5,231.04 

16.00 

1.20 

$5,231.04 

A 

6530007709220 

500ML 

BASIN  WASH  CORROSION  RESISTING 

EA 

4 

4 

3.40 

0.13 

$56.96 

3.40 

0.13 

$56.96 

A 

6530007710225 

STEEL  9QT  6S 

BLADE  RETRACTOR  ABDOM  6X2IN 

PG 

4 

4 

11.36 

0.82 

$910.80 

11.36 

0.82 

$910.80 

A 

6515013469207 

MALLEABLE  RATCH 

BLADE  RETRACTOR  ABDOMIN  3X2IN 

EA 

2 

2 

1.00 

0.60 

$1,167.00 

1.00 

0.60 

$1,167.00 

A 

6515013464838 

BALFOUR  RATCHE 

BLADE  RETRACTOR  ABDOMINAL  6X3IN 

EA 

1 

1 

0.42 

0.20 

$394.65 

0.42 

0.20 

$394.65 

A 

6515013464839 

RATCHET  NOTCH 

BLADE  RETRACTOR  ABDOMINAL 

EA 

2 

2 

1.00 

1.00 

$750.00 

1.00 

1.00 

$750.00 

A 

6515012448128 

HARRINGTON  5X2IN 

BLADE  RETRACTOR  ABDOMINAL  KELLY 

EA 

1 

1 

0.49 

0.20 

$1,682.16 

0.49 

0.20 

$1,682.16 

A 

6515012474977 

3X2 IN  RATCHET 

BLADE  RETRACTOR  ABDOMINAL  KELLY 

EA 

3 

3 

1.50 

0.60 

$1,183.95 

1.50 

0.60 

$1,183.95 

A 

6515012474978 

4X2 IN  RATCHET 

EA 

3 

3 

2.25 

0.60 

$1,867.50 

2.25 

0.60 

$1,867.50 

BOWL  SURG  SPONGE  PLAS  44  OZ  3X6.250" 

A 

6530004042654 

NOT  NESTING  AUTOCLAVABLE  12S 

EA 

1 

1 

0.10 

0.01 

$63.81 

0.10 

0.01 

$63.81 

A 

6530015010551 

BUCKET  KICK  SURG  12X10IN  13QT 
CANNULA  ABDOM  POOLE  23FR  8.75IN  FEN 

EA 

1 

1 

0.55 

0.12 

$213.75 

0.55 

0.12 

$213.75 

A 

6515003866600 

CURV  HUB 

CANNULA  BRAIN  FRAZIER  8FR  7.5IN 

EA 

1 

1 

0.11 

0.10 

$71.56 

0.11 

0.10 

$71.56 

A 

6515003866800 

OPEN  END  TIP 

CANNULA  BRONCHIAL  JACKSON  50CM 

EA 

2 

2 

0.24 

0.20 

$101.70 

0.24 

0.20 

$101.70 

A 

6515003846950 

LG  4MM  D1A  OPE 

EA 

1 

1 

0.16 

0.10 

$37.50 

0.16 

0.10 

$37.50 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-2 


Status 

NSN 

Supply  description 

UI 

938C 
AS  qty 

EESP 

qty 

938C  AS 

wt 

(lbs) 

938C  AS 
cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515003867600 

CANNULA  LARYN  ANGUL  YANK  9IN 

0. 234-0. 266IN 

EA 

1 

1 

0.19 

0.10 

$36.38 

0.19 

0.10 

$36.38 

A 

6515011397576 

CANNULA  SUCT  SURG  ADSON  DESIGN 

1 1FR  15.5CM 

EA 

2 

2 

0.60 

0.20 

$122.04 

0.60 

0.20 

$122.04 

A 

6515015015633 

CASE  BONE  CHISEL  ANOD  ALUM  SILC 
10INX1 1.75IN 

EA 

2 

2 

0.32 

0.20 

$3,436.30 

0.32 

0.20 

$3,436.30 

A 

6515006630148 

CASE  BONE  CHISELS  HOLDS  7  CHISELS 
CORROSION  R 

EA 

1 

1 

3.61 

1.00 

$222.47 

3.61 

1.00 

$222.47 

A 

6530015386236 

CASE  STERILIZATION  MANUAL 
INSTRUMENT  ANODIZED  ALUMINUM 

EA 

1 

1 

5.00 

0.12 

$1,075.90 

5.00 

0.12 

$1,075.90 

A 

6515006645400 

CHISEL  BONE  SMITH-PETERSON  8.125IN 
.25IN  CUT 

EA 

1 

1 

0.75 

0.10 

$143.36 

0.75 

0.10 

$143.36 

A 

6515006645397 

CHISEL  BONE  SMITH-PETERSON  8.125IN 
.375IN  CUT 

EA 

1 

1 

0.63 

0.10 

$130.44 

0.63 

0.10 

$130.44 

A 

6515006645398 

CHISEL  BONE  SMITH-PETERSON  8.125IN 
.50IN  CUT 

EA 

1 

1 

0.93 

0.10 

$143.36 

0.93 

0.10 

$143.36 

A 

6515006645399 

CHISEL  BONE  SMITH-PETERSON  8.125IN 
.75IN  CUT 

EA 

1 

1 

1.00 

0.10 

$81.02 

1.00 

0.10 

$81.02 

A 

6515006645396 

CHISEL  BONE  SMITH-PETERSON  8.125IN 
1.25IN  CUT 

EA 

1 

1 

0.81 

0.10 

$143.36 

0.81 

0.10 

$143.36 

A 

6515006645394 

CHISEL  BONE  SMITH-PETERSON  8IN 
.625IN  CUT  W  C 

EA 

1 

1 

0.75 

0.10 

$145.28 

0.75 

0.10 

$145.28 

A 

6515006645395 

CHISEL  BONE  SMITH-PETERSON  8IN  1IN 
CUT  W  CURV 

EA 

1 

1 

1.33 

0.10 

$145.28 

1.33 

0.10 

$145.28 

A 

6520010473586 

CHISEL  D  NTL  OCHSENBEIN  STYL2  BRASS 
OR  CRES  H 

EA 

1 

1 

0.61 

0.02 

$13.13 

0.61 

0.02 

$13.13 

A 

6520010473585 

CHISEL  DNTL  OCHSENBEIN  STYL3  BRASS 
OR  CRES  H 

EA 

1 

1 

0.17 

0.01 

$13.13 

0.17 

0.01 

$13.13 

A 

6515011398957 

CHISEL  SET  BONE  LAMBOTTE  STR  C/O  6 
BLADE  SZ  0 

SE 

1 

1 

3.00 

0.13 

$235.20 

3.00 

0.13 

$235.20 

A 

6515006903227 

CLAMP  ARTERY  DEBAKEY  ANGULAR  & 
SERRATED  57MM 

EA 

1 

1 

0.50 

0.10 

$316.43 

0.50 

0.10 

$316.43 

A 

6515006903195 

CLAMP  ARTERY  DEBAKEY  CURVED  & 
SERRATED  120MM 

EA 

1 

1 

1.56 

0.19 

$302.13 

1.56 

0.19 

$302.13 

A 

6515006903196 

CLAMP  ARTERY  DEBAKEY 
CURVED&SERRATED  105MM  JA 

EA 

1 

1 

0.31 

0.10 

$563.01 

0.31 

0.10 

$563.01 

A 

6515011648887 

CLAMP  BRONCHUS  9IN  CURVED  LEFT 

EA 

2 

2 

0.40 

0.40 

$505.20 

0.40 

0.40 

$505.20 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-3 


Status 

NSN 

Supply  description 

UI 

938C 
AS  qty 

EESP 

qty 

938C  AS 

wt 

(lbs) 

938C  AS 
cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515011667827 

TEETH  1.50IN 

CLAMP  BRONCHUS  SAROT  9IN  CURVED 
RIGHT  JAW 

EA 

2 

2 

1.00 

0.20 

$117.52 

1.00 

0.20 

$117.52 

A 

6515014828970 

CLIP  GUN  KIT  RANEY  10  CLIPS 

EA 

2 

2 

2.00 

0.04 

$177.00 

2.00 

0.04 

$177.00 

A 

6515003632300 

CONDUCTOR  BONE  CUTTING  WIRE  SAW 
BAILEY  STEEL 

EA 

1 

1 

0.30 

0.10 

$59.09 

0.30 

0.10 

$59.09 

A 

6515003208500 

CONTRACTOR  RIB  BAILEY  DOUBLE-RAKE 
TYPE 

EA 

1 

1 

0.39 

0.10 

$207.33 

0.39 

0.10 

$207.33 

A 

6515013464881 

COUPLING  POST  RETRACTOR 

BOOKW  ALTER  1X1IN 

EA 

2 

2 

2.00 

2.93 

$2,751.72 

2.00 

2.93 

$2,751.72 

A 

6530007778600 

CUP  SOL  CORROSION-RESISTING  STEEL  7 
OZ 

EA 

9 

9 

1.98 

0.07 

$52.74 

1.98 

0.07 

$52.74 

A 

6515003225400 

CURETTE  MASTOID  SPRATT  SIZE  00 

SPOON  SHAPE  BL 

EA 

2 

2 

0.44 

0.20 

$141.16 

0.44 

0.20 

$141.16 

A 

6515003225500 

CURETTE  MASTOID  SPRATT  SIZE  1  SPOON 
SHAPE  BLA 

EA 

3 

3 

0.39 

0.30 

$151.47 

0.39 

0.30 

$151.47 

A 

6515003225550 

CURETTE  MASTOID  SPRATT  SIZE  2  SPOON 
SHAPE  BLA 

EA 

2 

2 

0.40 

0.20 

$155.28 

0.40 

0.20 

$155.28 

A 

6515003225600 

CURETTE  MASTOID  SPRATT  SIZE  3  SPOON 
SHAPE 

EA 

1 

1 

0.19 

0.10 

$70.58 

0.19 

0.10 

$70.58 

A 

6515003225700 

CURETTE  MASTOID  SPRATT  SIZE  5  SPOON 
SHAPE 

EA 

1 

1 

0.19 

0.10 

$81.45 

0.19 

0.10 

$81.45 

A 

6515012983549 

CURETTE  SPINAL  COBB  NO.  0  11IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983550 

CURETTE  SPINAL  COBB  NO.  1  11IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983551 

CURETTE  SPINAL  COBB  NO.  2  11IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983552 

CURETTE  SPINAL  COBB  NO.  3  11IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983553 

CURETTE  SPINAL  COBB  NO.  4  11IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515012983548 

CURETTE  SPINAL  COBB  NO.  6  11IN 

EA 

1 

1 

0.33 

0.20 

$204.21 

0.33 

0.20 

$204.21 

A 

6515003235380 

CUTTER  BONE  PIN  18IN  (STEINMAN 

PIN  S/WIRE)CURV 

EA 

1 

1 

4.02 

1.00 

$1,824.15 

4.02 

1.00 

$1,824.15 

A 

6515011669028 

CUTTER  BONE  PIN  6IN  SINGLE  ACTION 
CURVED  HDL 

EA 

1 

1 

0.20 

0.20 

$267.29 

0.20 

0.20 

$267.29 

A 

6515003259400 

DIRECTOR  &  TONGUE  TIE  5.5IN  OLIVARY 
TIP 

EA 

1 

1 

0.20 

0.14 

$21.36 

0.20 

0.14 

$21.36 

A 

6515010601641 

DRILL  HAND  BONE  BUNNELL  DESIGN 

EA 

2 

2 

2.22 

2.00 

$1,113.42 

2.22 

2.00 

$1,113.42 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-4 


938CAS  938CAS  EESP 

938C  EESP  wt  cube  938CAS  EESP  wt  cube 


Status 

NSN 

Supply  description 

UI 

AS  qty 

qty 

(lbs) 

(cu  ft) 

cost 

(lbs) 

(cu  ft) 

EESP  cost 

A 

6515003618200 

JACOBS  CHUCK  D 

ELEVATOR  AND  RETRACTOR  BONE 
BENNETT  9.751N 

EA 

2 

2 

0.74 

0.20 

$118.36 

0.74 

0.20 

$118.36 

A 

6515003276600 

ELEVATOR  NASAL  FREER  DESIGN  7.50IN 

EA 

1 

1 

0.20 

0.10 

$49.13 

0.20 

0.10 

$49.13 

A 

6515003280700 

ELEVATOR  PERIO  7.75IN  CURVED  BLADE 

EA 

1 

1 

0.20 

0.10 

$62.85 

0.20 

0.10 

$62.85 

A 

6515011398927 

ELEVATOR  PERIO  JOSE  6.5X.156IN  STRT 
BLADE 

EA 

1 

1 

0.20 

0.20 

$52.19 

0.20 

0.20 

$52.19 

A 

6515011398996 

ELEVATOR  PERIO  KEY  STYLE  0.500IN 
BLADE 

EA 

3 

3 

1.13 

0.54 

$155.49 

1.13 

0.54 

$155.49 

A 

6515003277900 

ELEVATOR  PERIO  LANGENBECK  8.25IN 
BLUNT 

EA 

1 

1 

0.25 

0.10 

$57.14 

0.25 

0.10 

$57.14 

A 

6515003279400 

ELEVATOR  PERIO  SET  RASPATORY 

DOYEN 

SE 

1 

1 

0.38 

0.10 

$53.70 

0.38 

0.10 

$53.70 

A 

6515011398997 

ELEVATOR  PERIOSTEAL  0.75IN  BLD  W 

KEY  STYLE  8 

EA 

1 

1 

0.38 

0.18 

$92.94 

0.38 

0.18 

$92.94 

A 

6515011688107 

ELEVATOR  PERIOSTEAL  KEY  STYLE  8IN 
11N  BLADE 

EA 

1 

1 

0.25 

0.10 

$220.65 

0.25 

0.10 

$220.65 

A 

6515011398928 

ELEVATOR  PERIOSTEAL  ONE-PIECE 

0.250IN 

EA 

1 

1 

0.10 

0.10 

$85.67 

0.10 

0.10 

$85.67 

A 

6515011638091 

ELEVATOR  SPINAL  COBB  1.25X0.75IN 
BLADE  5X1 

EA 

1 

1 

0.20 

0.20 

$331.80 

0.20 

0.20 

$331.80 

A 

6515011637936 

ELEVATOR  SPINAL  COBB  9.50X1IN 

0. 750X0. 375IN 

EA 

1 

1 

0.10 

0.10 

$315.21 

0.10 

0.10 

$315.21 

A 

6515011651151 

ELEVATOR  SPINAL  COBB  HDY  9.50X1IN 

5 IN  HANDLE 

EA 

1 

1 

0.20 

0.20 

$315.21 

0.20 

0.20 

$315.21 

A 

6515011410809 

FILE  BONE  1/2X3-1/2IN  BLADE  9IN 

EA 

1 

1 

0.10 

0.58 

$99.02 

0.10 

0.58 

$99.02 

A 

6515003333700 

FORCEP  DRESSING  10IN  STRT&SERR  RD 

TIP  HEAVY 

EA 

1 

1 

0.25 

0.10 

$11.64 

0.25 

0.10 

$11.64 

A 

6515003333600 

FORCEP  DRESSING  5.50IN  STR&SERR  JAW 
RND  TIP 

EA 

3 

3 

0.30 

0.30 

$43.38 

0.30 

0.30 

$43.38 

A 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN 
LOCK  JOINT 

EA 

8 

8 

1.84 

0.80 

$214.56 

1.84 

0.80 

$214.56 

A 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE  CURVED  JAW 
STR  HDL 

EA 

16 

16 

2.40 

1.60 

$594.08 

2.40 

1.60 

$594.08 

A 

6515003346800 

FORCEP  HEMO  KELLY  5.50INX1IN  STRT 
BOX  LOCK 

EA 

4 

4 

0.60 

0.40 

$198.44 

0.60 

0.40 

$198.44 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-5 


Status 

NSN 

Supply  description 

UI 

938C 
AS  qty 

EESP 

qty 

938C  AS 

wt 

(lbs) 

938C  AS 
cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515000653181 

FORCEP  HEMO  MIXTER  HALF-CURV  6.87- 
7.375IN 

EA 

2 

2 

0.27 

0.21 

$179.08 

0.27 

0.21 

$179.08 

A 

6515003349500 

FORCEP  HEMO  PEAN  SLIGHTLY  CURVED 
JAW  91N 

EA 

10 

10 

3.50 

3.50 

$555.00 

3.50 

3.50 

$555.00 

A 

6515003347500 

FORCEP  HEMO  ROCH-OCHS  1.875IN  JAW 
7.25IN  SZ  2 

EA 

6 

6 

1.80 

0.60 

$399.54 

1.80 

0.60 

$399.54 

A 

6515003382900 

FORCEP  HEMO  SCHMIDT  7.25IN  CRVD 

SERR  TONSIL 

EA 

6 

6 

4.20 

0.60 

$71.94 

4.20 

0.60 

$71.94 

A 

6515003380300 

FORCEP  TISSUE  ALLIS  61N  PIV 

STRT& SMOOTH  JAW 

EA 

6 

6 

0.60 

0.60 

$128.70 

0.60 

0.60 

$128.70 

A 

6515006903209 

FORCEP  TISSUE  DEBAKEY  9.5IN  TWZR 
STR&SER  JAW 

EA 

2 

2 

0.62 

0.20 

$109.90 

0.62 

0.20 

$109.90 

A 

6515014584198 

FORCEP  TISSUE  INTESTINAL  9-1/21N  RING 
HANDLE 

EA 

2 

2 

1.10 

0.24 

$21.54 

1.10 

0.24 

$21.54 

A 

6515004426883 

FORCEP  TOWEL  5.25INDMND  KNURL 
PATTERN  NONPERF 

EA 

6 

6 

1.14 

0.60 

$233.82 

1.14 

0.60 

$233.82 

A 

6515003204600 

FORCEP  TOWEL  BACKHAUS  5.251N  PRG 
TOWEL  CLAMP 

EA 

4 

4 

0.44 

0.40 

$29.76 

0.44 

0.40 

$29.76 

A 

6515003669200 

FORCEPS  BONE  CUTTING  BETHUNE  13.5IN 

EA 

1 

1 

1.38 

0.20 

$308.82 

1.38 

0.20 

$308.82 

A 

6515011398277 

FORCEPS  BONE  CUTTING  LISTON  DSGN 
14CM  LG  STR 

EA 

1 

1 

0.40 

0.20 

$224.94 

0.40 

0.20 

$224.94 

A 

6515003311300 

FORCEPS  BONE  CUTTING  LISTON-STILLE 
10.25IN 

EA 

2 

2 

2.00 

2.00 

$993.22 

2.00 

2.00 

$993.22 

A 

6515011398898 

FORCEPS  BONE  CUTTING  USKIN-LISTON  7 
3/8  IN 

EA 

1 

1 

0.10 

0.14 

$366.65 

0.10 

0.14 

$366.65 

A 

6515011398708 

FORCEPS  BONE  HOLDING  KERN  6IN  O/A 

LG  SERRATED 

EA 

1 

1 

0.62 

0.28 

$273.71 

0.62 

0.28 

$273.71 

A 

6515011648883 

FORCEPS  BONE  HOLDING  VERBRUGGE 
9.75IN  CURVED 

EA 

1 

1 

0.20 

0.20 

$285.35 

0.20 

0.20 

$285.35 

A 

6515003332400 

FORCEPS  DRESSING  ADSON  7.125"  LG 
BAYONET  STR  &  SERRATED  SHARP  PT 

EA 

1 

1 

0.20 

0.10 

$55.08 

0.20 

0.10 

$55.08 

A 

6515010990365 

FORCEPS  FIXATION  LESTER  4IN  STR  2X3 
FINE  PT 

EA 

1 

1 

0.20 

0.19 

$91.44 

0.20 

0.19 

$91.44 

A 

6515011405326 

FORCEPS  HEMO  ADSON  CRVD  7.25IN  FINE 
DISTAL 

EA 

2 

2 

0.20 

0.73 

$155.32 

0.20 

0.73 

$155.32 

A 

6515003344900 

FORCEPS  HEMO  HALSTED  4.75-5.25IN 

CRVD  SER 

EA 

20 

20 

2.00 

1.00 

$157.20 

2.00 

1.00 

$157.20 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-6 


Status 

NSN 

Supply  description 

UI 

938C 
AS  qty 

EESP 

qty 

938C  AS 

wt 

(lbs) 

938C  AS 
cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515003343800 

FORCEPS  HEMO  KELLY  5.25-5.75IN  SLIGHT 
CURV 

EA 

2 

2 

0.30 

0.20 

$54.46 

0.30 

0.20 

$54.46 

A 

6515003344100 

FORCEPS  HEMO  MAYO-CARMALT  81N 

EA 

2 

2 

0.70 

0.20 

$194.10 

0.70 

0.20 

$194.10 

A 

6515003347400 

FORCEPS  HEMO  ROCHESTER-OCHSNER 

6IN 

EA 

4 

4 

0.76 

0.40 

$81.20 

0.76 

0.40 

$81.20 

A 

6515003344300 

FORCEPS  HEMO  ROCH-PEAN  6- 
6.50IN  1 .875QTR-CRV 

EA 

12 

12 

1.32 

1.20 

$115.08 

1.32 

1.20 

$115.08 

A 

6515010489066 

FORCEPS  HEMO  STORZ/STOREY  RIGHT 
ANGLE  8  IN 

EA 

1 

1 

0.15 

0.64 

$76.02 

0.15 

0.64 

$76.02 

A 

6515003345600 

FORCEPS  HEMOS  HALSTED  MOSQUITO  PT 

5  IN 

EA 

4 

4 

0.44 

0.40 

$52.28 

0.44 

0.40 

$52.28 

A 

6515011398167 

FORCEPS  INTESTINAL  ANGULAR 
GLASSMAN  91N 

EA 

2 

2 

0.20 

0.20 

$119.32 

0.20 

0.20 

$119.32 

A 

6515003352900 

FORCEPS  INTESTINAL  BABCOCK  8IN 
STRAIGHT 

EA 

4 

4 

0.72 

0.40 

$60.00 

0.72 

0.40 

$60.00 

A 

6515003355800 

FORCEPS  KIDNEY  PEDICLE  GUYON-PEAN 
9.5IN 

EA 

2 

2 

1.68 

0.20 

$489.06 

1.68 

0.20 

$489.06 

A 

6515003359100 

FORCEPS  LUNG  GRASPING  COLLIN 
TRIANGULAR  8IN 

EA 

1 

1 

0.12 

0.10 

$171.57 

0.12 

0.10 

$171.57 

A 

6515013309392 

FORCEPS  LUNG  GRASPING  DUVAL  8IN 

EA 

2 

2 

0.60 

0.40 

$402.52 

0.60 

0.40 

$402.52 

A 

6515011398939 

FORCEPS  THORACIC  1 1  IN  LG  ANGULAR 
SOFT  JAW 

EA 

5 

5 

1.60 

1.00 

$1,161.45 

1.60 

1.00 

$1,161.45 

A 

6515011398938 

FORCEPS  THORACIC  9IN 

EA 

5 

5 

1.00 

1.25 

$449.80 

1.00 

1.25 

$449.80 

A 

6515006903208 

FORCEPS  TISS  DEBAK  7.75IN  TWEEZER 
STR&SER  JAW 

EA 

2 

2 

0.38 

0.20 

$89.10 

0.38 

0.20 

$89.10 

A 

6515003379900 

FORCEPS  TISSUE  5.5IN  TWEEZER  STR  & 
SMOOTH 

EA 

5 

5 

0.50 

0.50 

$81.40 

0.50 

0.50 

$81.40 

A 

6515003377800 

FORCEPS  TISSUE  ADS4.50INTWEEZ  STRT 
&  SMTH  JAW 

EA 

4 

4 

0.80 

0.40 

$313.32 

0.80 

0.40 

$313.32 

A 

6515014584567 

FORCEPS  TISSUE  ALLIS  XTRA  LONG  10IN 
5X6  TEETH 

EA 

2 

2 

0.36 

0.22 

$35.10 

0.36 

0.22 

$35.10 

A 

6515014584214 

FORCEPS  TISSUE  BRIDGE  THORACIC 
CLAMP  11  IN 

EA 

2 

2 

1.10 

0.24 

$89.98 

1.10 

0.24 

$89.98 

A 

6515012983857 

FORCEPS  TISSUE  FERRIS-SMITH  TWEEZER 
7IN 

EA 

1 

1 

0.20 

0.10 

$24.00 

0.20 

0.10 

$24.00 

A 

6515002998325 

FORCEPS  TISSUE  RUSSIAN  5.75-6.25IN 

EA 

1 

1 

0.20 

0.10 

$34.23 

0.20 

0.10 

$34.23 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-7 


938CAS  938CAS  EESP 

938C  EESP  wt  cube  938CAS  EESP  wt  cube 


Status 

NSN 

Supply  description 

UI 

AS  qty 

qty 

(lbs) 

(cu  ft) 

cost 

(lbs) 

(cu  ft) 

EESP  cost 

A 

6515003204590 

TWEEZER 

FORCEPS  TOWEL  BACKHAUS  4IN 

OPPOSED  PRONGS 

EA 

8 

8 

1.04 

0.80 

$98.16 

1.04 

0.80 

$98.16 

A 

6515011398192 

FORCEPS  VASCULAR  TISSUE  DEBAKEY 
12IN 

EA 

2 

2 

0.20 

0.20 

$129.48 

0.20 

0.20 

$129.48 

A 

6515011398924 

GOUGE  SPINAL  COBB  9.50IN  4.50IN  BLADE 
LG 

EA 

1 

1 

0.10 

0.10 

$348.39 

0.10 

0.10 

$348.39 

A 

6515011656695 

GOUGE  SPINAL  COBB  9.50IN  ANG  BLUNT 
BLADE  CRVD 

EA 

1 

1 

0.20 

0.20 

$348.39 

0.20 

0.20 

$348.39 

A 

6515011656696 

GOUGE  SPINAL  COBB  STR  9.501N  ANG 
BLADE  4.501N 

EA 

1 

1 

0.20 

0.20 

$207.90 

0.20 

0.20 

$207.90 

A 

6515011643140 

GOUGE  SPINAL  COBB  STRAIGHT  9.501N 

EA 

1 

1 

0.39 

0.10 

$127.65 

0.39 

0.10 

$127.65 

A 

6640004314520 

GRADUATE  LIQUID  LAB  CRS 

CYLINDRICAL  1000  ML 

EA 

1 

1 

1.25 

0.17 

$50.62 

1.25 

0.17 

$50.62 

A 

6515007822613 

HANDLE  SURG  KNIFE  DET  BLADE  NO  3K 
STUB  NOSE 

EA 

1 

1 

0.10 

0.10 

$36.53 

0.10 

0.10 

$36.53 

A 

6515011417469 

HANDLE  SURG  KNIFE  DETACHABLE 

BLADE  SZ  3 

EA 

1 

1 

0.13 

0.52 

$13.04 

0.13 

0.52 

$13.04 

A 

6515003447800 

HANDLE  SURGICAL  KNIFE  DET  BLADE  3 
NARROW  NOSE 

EA 

10 

10 

1.00 

1.09 

$55.20 

1.00 

1.09 

$55.20 

A 

6515003447880 

HANDLE  SURGICAL  KNIFE  DET  BLADE  7 
NARROW  NOSE 

EA 

1 

1 

0.10 

0.10 

$7.32 

0.10 

0.10 

$7.32 

A 

6515011863653 

HOLDER  IN  STR  STERILIZATION  U- 
SHAPED  5.5X3IN 

EA 

1 

1 

0.22 

0.20 

$58.43 

0.22 

0.20 

$58.43 

A 

6515006903198 

HOLDER  SUTURE  NDL  DEBAKEY  7IN 

SERR 

EA 

1 

1 

0.20 

0.10 

$76.71 

0.20 

0.10 

$76.71 

A 

6515003419800 

HOLDER  SUTURE  NDL  MASSON  10.5IN 

STRT  JAW  LOCK 

EA 

1 

1 

0.28 

0.10 

$162.14 

0.28 

0.10 

$162.14 

A 

6515003417200 

HOLDER  SUTURE  NEEDLE  COLLIER  5IN 
STRT  JAW 

EA 

2 

2 

0.20 

0.20 

$97.70 

0.20 

0.20 

$97.70 

A 

6515006903202 

HOLDER  SUTURE  NEEDLE  DEBAKEY  12IN 
LG  SERRATED 

EA 

1 

1 

0.28 

0.10 

$106.25 

0.28 

0.10 

$106.25 

A 

6515009857024 

HOLDER  SUTURE  NEEDLE  HEANEY  8.25IN 
SERR 

EA 

1 

1 

0.14 

0.46 

$40.17 

0.14 

0.46 

$40.17 

A 

6515011648884 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO 
10INF/GENER 

EA 

2 

2 

0.60 

0.40 

$135.78 

0.60 

0.40 

$135.78 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-8 


Status 

NSN 

Supply  description 

UI 

938C 
AS  qty 

EESP 

qty 

938C  AS 

wt 

(lbs) 

938C  AS 
cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO 
7IN  SER  JAW 

EA 

4 

4 

0.88 

0.04 

$154.20 

0.88 

0.04 

$154.20 

A 

6515011665097 

HOOK  BONE  7.251NX  0.75IN  CRVD 

TAPERED  POINT 

EA 

1 

1 

0.25 

0.20 

$60.87 

0.25 

0.20 

$60.87 

A 

6515011253227 

HOOK  BONE  CRVD  7.25IN  TAPER  90  DEG 
HDL SHFT 

EA 

2 

2 

0.64 

0.20 

$1,125.00 

0.64 

0.20 

$1,125.00 

A 

6515003421400 

HOOK  BRAIN  DISSECTING  ADSON  90 
DEGREE  8 IN 

EA 

3 

3 

0.68 

0.30 

$90.54 

0.68 

0.30 

$90.54 

A 

6515011397990 

KEY  DRILL  CHUCK  T-STYLE  FOR  1/4" 
JACOBS  CHUCK 

EA 

2 

2 

0.40 

0.02 

$83.66 

0.40 

0.02 

$83.66 

A 

6515003435800 

KNIFE  AMPUTATING  LISTON  10.5IN 
CURVED 

EA 

1 

1 

0.38 

0.10 

$138.42 

0.38 

0.10 

$138.42 

A 

6515010457158 

KNIFE  STERNUM  LEBSCHE  10IN 
PASSIVATED 

EA 

1 

1 

0.50 

0.20 

$146.60 

0.50 

0.20 

$146.60 

A 

6530015491089 

LIGHT  SURG  FIELD  RUGGEDIZED 
F/AUSTERE  ENVIRON 

EA 

2 

2 

5.10 

1.10 

$5,591.26 

5.10 

1.10 

$5,591.26 

A 

6515012340253 

MALLET  BONE  SURGERY  10IN  LG  RECT 
HEAD 

EA 

3 

3 

6.00 

0.60 

$645.39 

6.00 

0.60 

$645.39 

A 

6515011398275 

MALLET  BONE  SURGERY  ALUMINUM 
8.375IN  CYL 

EA 

1 

1 

0.54 

0.10 

$575.67 

0.54 

0.10 

$575.67 

A 

6515003734930 

NIPPER  INGROWN  TOENAIL  5IN  LG  BOX 
LOCK 

EA 

1 

1 

0.17 

0.10 

$60.27 

0.17 

0.10 

$60.27 

A 

6515015387831 

OSTEOTOME  CRS  15  X  9.5MM 

NON  STERILE  F/MAXILLO FACIAL  & 

ORTHO  SURG 

EA 

1 

1 

0.10 

0.10 

$225.05 

0.10 

0.10 

$225.05 

A 

6515015387813 

OSTEOTOME  CRS  15X6.4MM  NONSTERILE 
F/MAXILLOFACIAL  &  ORTHO  SURG 

EA 

1 

1 

1.00 

1.00 

$222.05 

1.00 

1.00 

$222.05 

A 

6515015387807 

OSTEOTOME  CRS  6  X  .125IN  NONSTERILE 
F/MAXILLOFICIAL  &  ORTHO  SURG 

EA 

1 

1 

0.10 

0.10 

$222.05 

0.10 

0.10 

$222.05 

A 

6515015387830 

OSTEOTOME  CRS  6  X  .188IN  NONSTERILE 
F/MAXILLOFACIAL  &  ORTHO  SURG 

EA 

1 

1 

0.10 

0.10 

$222.05 

0.10 

0.10 

$222.05 

A 

6515015387819 

OSTEOTOME  CRS  7.9X15MM  NONSTERILE 
F/MAXILLOFACIAL  &  ORTHO  SURG 

EA 

1 

1 

0.10 

0.10 

$222.05 

0.10 

0.10 

$222.05 

A 

6515014582849 

OSTEOTOME  SET  LAMBOTTE  TYPE 
CURVED  SET  OF  6 

EA 

1 

1 

1.00 

1.00 

$187.50 

1.00 

1.00 

$187.50 

A 

6515003553300 

PERIO STEOT OME  ALEXANDER- 
FARABEUF  8 IN  CUR 

EA 

1 

1 

0.38 

0.10 

$205.80 

0.38 

0.10 

$205.80 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-9 


Status 

NSN 

Supply  description 

UI 

938C 
AS  qty 

EESP 

qty 

938C  AS 

wt 

(lbs) 

938C  AS 
cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515011399048 

PLIERS  WIRE  SUTURE  CUTTING  6.75IN  LG 
SERRATED 

EA 

5 

5 

10.00 

0.60 

$1,276.15 

10.00 

0.60 

$1,276.15 

A 

6515013464817 

POST  TABLE  RETRACTOR  BOOKW ALTER 
1IN 

EA 

2 

2 

16.00 

8.25 

$8,373.96 

16.00 

8.25 

$8,373.96 

A 

6515011190018 

PROBE  GENERAL  OPERATING  BULBOUS 

TIP  5 IN  LG 

EA 

1 

1 

0.36 

0.20 

$5.58 

0.36 

0.20 

$5.58 

A 

6515013077454 

PROTECTOR  HAND  SURGICAL  12IN 
OVERALL  FLEX  NON 

EA 

1 

1 

0.13 

0.13 

$111.00 

0.13 

0.13 

$111.00 

A 

6515014982252 

PUMP  IV  INFUSION  MINI  RAPID  IV 

EA 

1 

1 

0.75 

0.22 

$3,644.65 

0.75 

0.22 

$3,644.65 

A 

6530011398958 

RACK  OSTEOTO  STERILIZATION  LAMBOT 
12  INST  CAP 

EA 

1 

1 

0.01 

0.00 

$792.72 

0.01 

0.00 

$792.72 

A 

6515011398267 

RASP  BONE  3 IN  BLADE  PUTTI  STYLE 
DOUBLE  ENDE 

EA 

2 

2 

2.93 

0.23 

$369.52 

2.93 

0.23 

$369.52 

A 

6515003591700 

RASP  BONE  LEWIS  NASAL  DSGN  7.125IN 
STR  SERR 

EA 

1 

1 

0.27 

0.10 

$90.45 

0.27 

0.10 

$90.45 

A 

6515012458987 

RATCHET  TILTING  MECHANISM 

BOOKW  ALTER  DESIGN 

EA 

3 

3 

1.02 

0.60 

$7,697.88 

1.02 

0.60 

$7,697.88 

A 

6515012492755 

RATCHET  TILTING  MECHANISM 

BOOKW  ALTER  DSGN  STD 

EA 

2 

2 

0.38 

0.40 

$5,181.42 

0.38 

0.40 

$5,181.42 

A 

6515014828969 

RELOAD  CLIP  GUN  KIT  PRE  LOAD  MAG  10 
CLIPS 

PG 

2 

2 

0.02 

0.02 

$267.00 

0.02 

0.02 

$267.00 

A 

6515011398969 

RETRACTOR  ABDOM  CODMAN- 
SHURTLEFF 

EA 

1 

1 

2.86 

0.40 

$639.99 

2.86 

0.40 

$639.99 

A 

6515011398195 

RETRACTOR  ABDOMIN  KELLY  11.5IN  3  X 
3.5IN  SERR 

EA 

2 

2 

1.22 

1.40 

$210.24 

1.22 

1.40 

$210.24 

A 

6515012449949 

RETRACTOR  ABDOMIN  KELLY  LEFT  W/2 
2INX1.5IN  BL 

EA 

3 

3 

3.00 

0.60 

$1,867.50 

3.00 

0.60 

$1,867.50 

A 

6515003603510 

RETRACTOR  ABDOMINAL  DEAVER 
1.5X12IN 

EA 

1 

1 

0.69 

0.10 

$23.19 

0.69 

0.10 

$23.19 

A 

6515003603490 

RETRACTOR  ABDOMINAL  DEAVER 

1X12IN 

EA 

1 

1 

0.56 

0.10 

$126.41 

0.56 

0.10 

$126.41 

A 

6515003603530 

RETRACTOR  ABDOMINAL  DEAVER 

2X1 2IN 

EA 

1 

1 

0.72 

0.10 

$31.22 

0.72 

0.10 

$31.22 

A 

6515014576145 

RETRACTOR  ABDOMINAL 
DEBAKEY/COOLEY/DEAVER  STY 

EA 

1 

1 

0.55 

0.12 

$141.68 

0.55 

0.12 

$141.68 

A 

6515011398194 

RETRACTOR  ABDOMINAL  LEMMON 

EXTRA  DEEP  DEAVER 

EA 

1 

1 

0.10 

0.10 

$174.96 

0.10 

0.10 

$174.96 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-10 


Status 

NSN 

Supply  description 

UI 

938C 
AS  qty 

EESP 

qty 

938C  AS 

wt 

(lbs) 

938C  AS 
cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515003604400 

RETRACTOR  ABDOMINAL  MAYO  SIZE 
9.75X2.75IN 

EA 

1 

1 

0.52 

0.10 

$169.10 

0.52 

0.10 

$169.10 

A 

6515014576232 

RETRACTOR  AMPUTAT  RETRACT  SOFT 
TISSUE/MUSCLE 

EA 

1 

1 

0.12 

0.70 

$312.45 

0.12 

0.70 

$312.45 

A 

6515011398263 

RETRACTOR  CEREBELLAR  ADSON  4X4 
SHARP  PRONGS  S 

EA 

1 

1 

0.10 

0.10 

$362.60 

0.10 

0.10 

$362.60 

A 

6515011398262 

RETRACTOR  CEREBELLAR  ADSON 
STRAIGHT  4X4  SHARP 

EA 

1 

1 

0.20 

0.26 

$479.28 

0.20 

0.26 

$479.28 

A 

6515011398196 

RETRACTOR  GEN  OPER  HARRINGTON 
13X2.25IN 

EA 

3 

3 

3.00 

0.48 

$471.06 

3.00 

0.48 

$471.06 

A 

6515003610450 

RETRACTOR  GEN  OPER  VOLKMAN  4 
PRONG  HDL  8.5IN 

EA 

2 

2 

0.40 

0.20 

$149.34 

0.40 

0.20 

$149.34 

A 

6515015358244 

RETRACTOR  LAMIN  SPINE  W/HINGED 
ARMS  12IN 

EA 

2 

2 

2.40 

0.50 

$1,755.30 

2.40 

0.50 

$1,755.30 

A 

6515009269193 

RETRACTOR  MASTWEITLANER  6.5IN 

HOOK  4  PRONG 

EA 

2 

2 

0.62 

0.40 

$103.20 

0.62 

0.40 

$103.20 

A 

6515011399037 

RETRACTOR  ORTHO  5.225IN  BLADE 
1.50X0.50IN  HDL 

EA 

2 

2 

0.40 

0.58 

$202.42 

0.40 

0.58 

$202.42 

A 

6515014616642 

RETRACTOR  ORTHO  HEISS  4"L,  4X4 

SHARP  PRONGS  S 

EA 

1 

1 

0.12 

0.01 

$61.74 

0.12 

0.01 

$61.74 

A 

6515011253223 

RETRACTOR  ORTHO  HOMAN  9.375X1. 75IN 
RECT  BLADE 

EA 

2 

2 

0.57 

0.20 

$257.28 

0.57 

0.20 

$257.28 

A 

6515011253222 

RETRACTOR  ORTHOPEDIC  HOHMANN 
9.250IN  LG 

EA 

2 

2 

0.45 

1.09 

$236.46 

0.45 

1.09 

$236.46 

A 

6515003614850 

RETRACTOR  PERINEAL  GELPI  HOOK  UNIT 
TYPE  6 

EA 

1 

1 

0.37 

0.10 

$44.79 

0.37 

0.10 

$44.79 

A 

6515011346649 

RETRACTOR  RIB  BURFORD-FINOCCHIETO 

EA 

1 

1 

6.50 

0.10 

$232.50 

6.50 

0.10 

$232.50 

A 

6515003617250 

RETRACTOR  RIB  FINOCCHIETO 
FENESTRATED  MED 

EA 

1 

1 

2.00 

0.26 

$879.74 

2.00 

0.26 

$879.74 

A 

6515011346643 

RETRACTOR  SCAPULAR  DAVIDSON 
3X3.50IN 

EA 

1 

1 

0.83 

0.10 

$292.35 

0.83 

0.10 

$292.35 

A 

6515011132623 

RETRACTOR  SENN-KANAVEL  3  PRONGS 
6.75IN 

EA 

4 

4 

0.16 

1.24 

$198.04 

0.16 

1.24 

$198.04 

A 

6515003603850 

RETRACTOR  SET  ABDOMINAL 
RICHARDSON-EASTMAN  2S 

SE 

2 

2 

1.00 

0.40 

$53.02 

1.00 

0.40 

$53.02 

A 

6515003609200 

RETRACTOR  SET  GEN  OPERAT  DBL  END 
8.5&8.75IN 

SE 

1 

1 

0.30 

0.10 

$41.51 

0.30 

0.10 

$41.51 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-ll 


Status 

NSN 

Supply  description 

UI 

938C 
AS  qty 

EESP 

qty 

938C  AS 

wt 

(lbs) 

938C  AS 
cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515011397642 

RETRACTOR  STERNUM  COOLEY  DESIGN 
SELF  RETAIN  IN 

EA 

1 

1 

1.00 

0.10 

$184.16 

1.00 

0.10 

$184.16 

A 

6515014587927 

RETRACTOR  SURG  MALLEABLE 

STRAIGHT  13X1.5IN 

EA 

1 

1 

0.25 

0.28 

$14.76 

0.25 

0.28 

$14.76 

A 

6515011220668 

RETRACTOR  TISSUE  HIBBS  9.25IN  LG  3IN 
BLADE 

EA 

2 

2 

1.34 

0.80 

$140.38 

1.34 

0.80 

$140.38 

A 

6515011398197 

RETRACTOR  VAGOTOMY  WEIBERG 
4X6.75IN 

EA 

1 

1 

1.18 

0.11 

$52.50 

1.18 

0.11 

$52.50 

A 

6515003620200 

RETRACTOR  VEIN  CUSHING  DESIGN  8.5IN 

EA 

2 

2 

0.32 

0.20 

$153.06 

0.32 

0.20 

$153.06 

A 

6515013464818 

RING  SEGMENTED  OVAL  BOOKWALTER 
10.50X20IN 

EA 

1 

1 

3.00 

0.50 

$4,588.49 

3.00 

0.50 

$4,588.49 

A 

6530014807592 

ROD  IV-IRRIG  CONTAINER  4  HOOK  5 
WHEEL  BASE 

EA 

1 

1 

1.15 

0.15 

$300.00 

1.15 

0.15 

$300.00 

A 

6515003315050 

RONGEUR  BANE  CURVED  7IN  MASTOID 

EA 

1 

1 

0.34 

0.01 

$245.82 

0.34 

0.01 

$245.82 

A 

6515011398276 

RONGEUR  BEYER  DESIGN  7IN  BONE 
DOUBLE  ACTION 

EA 

1 

1 

0.10 

0.60 

$329.42 

0.10 

0.60 

$329.42 

A 

6515011398115 

RONGEUR  SAUERBRUCH  30.5CM  LG  DBL 
ACTION  17MM 

EA 

1 

1 

2.00 

0.10 

$343.50 

2.00 

0.10 

$343.50 

A 

6515003313600 

RONGEUR  STILLE  DBL-JOINTED 

ANGULAR  8.75IN 

EA 

1 

1 

0.72 

0.10 

$309.81 

0.72 

0.10 

$309.81 

A 

6515003314800 

RONGEUR  STILLE  DBL-JOINTED  CURVED 
9IN 

EA 

1 

1 

0.85 

0.30 

$478.31 

0.85 

0.30 

$478.31 

A 

6515003315400 

RONGEUR  STILLE-LUER  DBL-JOINTED 

STR  9IN  RD 

EA 

1 

1 

0.76 

0.30 

$469.14 

0.76 

0.30 

$469.14 

A 

6515011398983 

RULER  SURGICAL  6X7/8IN  FLEXIBLE  SS 

EA 

1 

1 

0.10 

0.10 

$12.00 

0.10 

0.10 

$12.00 

A 

6515003631100 

SAW  AMPUTATING  SATTERLEE  8IN 

BLADE  2.25IN 

EA 

1 

1 

0.71 

0.10 

$67.43 

0.71 

0.10 

$67.43 

A 

6515003638840 

SCISSOR  BANDAGE  ANGLED  7IN 

EA 

1 

1 

0.21 

0.10 

$12.04 

0.21 

0.10 

$12.04 

A 

6515011111013 

SCISSOR  EAR  JOSEPH  CRV  BLADE  MED 

WT  5.7IN 

EA 

1 

1 

0.10 

0.10 

$17.82 

0.10 

0.10 

$17.82 

A 

6515003651820 

SCISSOR  GEN  SURG  5.50IN  ONE  BLUNT 

EA 

2 

2 

0.26 

0.20 

$10.74 

0.26 

0.20 

$10.74 

A 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT 
1.626IN  CUT 

EA 

2 

2 

0.32 

0.20 

$15.12 

0.32 

0.20 

$15.12 

A 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRV  BLADE 
6.50-7IN  BLNT 

EA 

3 

3 

0.30 

0.30 

$24.48 

0.30 

0.30 

$24.48 

A 

6515010895668 

SCISSOR  GEN  SURG  METZENBAUM  11IN 

EA 

2 

2 

0.48 

0.20 

$292.92 

0.48 

0.20 

$292.92 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-12 


Status 

NSN 

Supply  description 

UI 

938C 
AS  qty 

EESP 

qty 

938C  AS 

wt 

(lbs) 

938C  AS 
cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515010604280 

DELICATE 

SCISSOR  GEN  SURG  METZENBAUM  5.75IN 
CRVD  BL 

EA 

1 

1 

0.20 

0.10 

$19.49 

0.20 

0.10 

$19.49 

A 

6515011654991 

SCISSOR  GEN  SURG  METZENBAUM  7IN 
FINE  TIP  CURV 

EA 

1 

1 

0.20 

0.20 

$6.60 

0.20 

0.20 

$6.60 

A 

6515006903223 

SCISSOR  GEN  SURG  POTTS  SMITH  7.5IN 

EA 

1 

1 

0.14 

0.10 

$129.26 

0.14 

0.10 

$129.26 

A 

6515003644800 

SCISSOR  IRIS  STRAIGHT  4IN  FINGER  RING 

EA 

2 

2 

0.24 

0.20 

$89.14 

0.24 

0.20 

$89.14 

A 

6515003656300 

SCISSOR  TENOT  STEVENS  4-4.5IN  STR  BLD 
BLT  PT 

EA 

1 

1 

0.20 

0.20 

$18.00 

0.20 

0.20 

$18.00 

A 

6515011398988 

SCISSOR  THORACIC  SLIGHTLY  CRVD 
NELSON  DSGN  1 

EA 

1 

1 

0.40 

1.00 

$153.20 

0.40 

1.00 

$153.20 

A 

6515003657100 

SCISSOR  TONSIL  METZENBAUM  7IN  CRV 
BLUNT  PTS 

EA 

2 

2 

0.20 

0.20 

$261.12 

0.20 

0.20 

$261.12 

A 

6515011511822 

SCISSOR  WIRE  CUT  SURG  4.75IN  SHORT 
ANG 

EA 

1 

1 

0.20 

0.10 

$44.15 

0.20 

0.10 

$44.15 

A 

6515009235000 

SCISSORS  GEN  SURG  NELSON  LUNG 
DISSECTING  9IN 

EA 

1 

1 

0.16 

0.16 

$52.62 

0.16 

0.16 

$52.62 

A 

6515009235004 

SCISSORS  GENERAL  SURG  NELSON  LUNG 
DISSECTING 

EA 

1 

1 

0.16 

0.32 

$83.70 

0.16 

0.32 

$83.70 

A 

6515011398238 

SHEARS  RIB  CUTTING  HAND  STILLE  10IN 
PASSIVAT 

EA 

1 

1 

0.10 

0.10 

$150.00 

0.10 

0.10 

$150.00 

A 

6515011304924 

STAPLER  SURGICAL  55ML  CAP  AUTO 
NONREMOVABLE 

EA 

1 

1 

2.00 

0.30 

$849.48 

2.00 

0.30 

$849.48 

A 

6515011304923 

STAPLER  SURGICAL  GASTROINTESTINAL 
50ML  CAP  2 

EA 

1 

1 

1.20 

0.30 

$3,160.05 

1.20 

0.30 

$3,160.05 

A 

6515011304922 

STAPLER  SURGICAL  THORACIC- 
ABDOMINAL  AUTOMATIC 

EA 

1 

1 

2.20 

0.31 

$849.48 

2.20 

0.31 

$849.48 

A 

6515015316051 

SUCTION  APPARATUS  SURG  BAT  11- 
30V/AC 

EA 

1 

1 

12.00 

5.56 

$2,210.00 

12.00 

5.56 

$2,210.00 

A 

6530013215592 

TABLE  OPERATING  FIELD  ASSTC 

EA 

1 

1 

170.00 

4.50 

$3,824.20 

170.00 

4.50 

$3,824.20 

A 

7210002999610 

TOWEL  HAND  COTTON  GRN/GRAY 
NONDISP  36X17IN 

EA 

24 

24 

5.76 

0.24 

$30.24 

5.76 

0.24 

$30.24 

A 

6515003109120 

TRACTOR  BONE  WIRE  KIRSCHNER  COML 
EXTRA  LONG  A 

EA 

1 

1 

2.54 

1.00 

$842.96 

2.54 

1.00 

$842.96 

A 

6515014652059 

WARMER  FLUID  BELMONT  MODEL  FMS 
2000 

EA 

1 

1 

26.00 

0.70 

$18,342.00 

26.00 

0.70 

$18,342.00 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 
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938C  AS 

938C  AS 

EESP 

938C 

EESP 

wt 

cube 

938C  AS 

EESP  wt 

cube 

Status 

NSN 

Supply  description 

UI 

AS  qty 

qty 

(lbs) 

(cu  ft) 

cost 

(lbs) 

(cu  ft) 

EESP  cost 

WIRE  INSTRUMENT  AND  IMPLANT  SET 

A 

6515013850488 

ORTHOPEDIC 

SE 

1 

1 

3.00 

0.20 

$10,107.00 

3.00 

0.20 

$10,107.00 

Consumables 

BANDAGE  FELT  ORTH  ROLL  NONSTER 

A 

6510002003040 

6INX4YD  36S 

BASIN  7QT  STERILIZABLE  PLAS  FITS 

PG 

1 

1 

4.72 

2.00 

$80.49 

4.72 

2.00 

$80.49 

B 

6530014588301 

STAND  12S 

CARTRIDGE  PUMP  INTRAVENOUS  POWER 

PG 

2 

3 

0.70 

0.24 

$185.76 

1.05 

0.36 

$278.64 

C 

6515014661488 

INFUSOR  10S 

FIXATION  SET  ORTHO  FORWARD 

PG 

5 

1 

10.00 

1.00 

$1,475.00 

2.00 

0.20 

$295.00 

B 

6515015460559 

DEPLOYED  PACK 

GELATIN  SPONGE  ABSORBABLE 

EA 

5 

6 

10.00 

0.45 

$14,504.50 

12.00 

0.54 

$17,405.40 

B 

6510000802054 

GELFOAM  1X3 IN  6S 

INTRAVENOUS  ADMIN  SET  FMS  2000  DISP 

PG 

1 

3 

1.00 

1.00 

$187.91 

3.00 

3.00 

$563.73 

A 

6515015178115 

3  BAG  SPI 

PIN  BONE  KIRSCHNER  SS  DIAMOND 

PG 

1 

1 

20.00 

5.00 

$1,500.00 

20.00 

5.00 

$1,500.00 

A 

6515012637727 

0.062INX9IN 

PIN  BONE  PLAIN  SHANK  MOND  9IN.188IN 

PG 

1 

1 

0.20 

0.58 

$70.02 

0.20 

0.58 

$70.02 

A 

6515014665138 

6  6S 

PIN  BONE  STEIN  NON-STER  9IN  LE  6 

PG 

1 

1 

0.55 

0.02 

$108.66 

0.55 

0.02 

$108.66 

A 

6515014666145 

0.109IN  6S 

PIN  BONE  STEIN  NON-STER.  156IN  PLAIN 

PG 

1 

1 

0.55 

0.02 

$12.50 

0.55 

0.02 

$12.50 

A 

6515014665158 

SHANK  6S 

PIN  BONE  STEIN  PLAIN  SHANK  9IN  PT  6 

PG 

1 

1 

0.55 

0.02 

$104.18 

0.55 

0.02 

$104.18 

A 

6515014665107 

.141  6S 

PIN  BONE  STEIN  PLAIN  SHANK  9INX.078IN 

PG 

1 

1 

0.55 

0.02 

$108.66 

0.55 

0.02 

$108.66 

A 

6515014665115 

PT6S 

PIN  BONE  STEIN  THREAD  PIN  UNTHR 

PG 

1 

1 

0.55 

0.02 

$85.49 

0.55 

0.02 

$85.49 

A 

6515014665119 

SHNK.109  6S 

PIN  BONE  STEIN  THREAD  PIN  UNTHREAD 

PG 

1 

1 

0.55 

0.02 

$169.41 

0.55 

0.02 

$169.41 

A 

6515014665103 

.078IN  6S 

PIN  BONE  STEINMAN  9IN  LG  0.141IN 

PG 

1 

1 

0.55 

0.02 

$132.95 

0.55 

0.02 

$132.95 

A 

6515013201323 

NONSTER  6S 

PIN  BONE  STEINMAN  9INX  0.125IN 

PG 

1 

1 

1.00 

0.10 

$664.50 

1.00 

0.10 

$664.50 

A 

6515013548650 

DIAMOND  6S 

PIN  BONE  STEINMAN  9INX.156IN 

PG 

1 

1 

0.20 

0.20 

$69.47 

0.20 

0.20 

$69.47 

A 

6515012842958 

UNTHREADED  6S 

PG 

1 

1 

0.20 

0.20 

$161.19 

0.20 

0.20 

$161.19 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  F-14 


Status 

NSN 

Supply  description 

UI 

938C 
AS  qty 

EESP 

qty 

938C  AS 

wt 

(lbs) 

938C  AS 
cube 
(cu  ft) 

938C  AS 

cost 

EESP  wt 
(lbs) 

EESP 
cube 
(cu  ft) 

EESP  cost 

A 

6515012842956 

PIN  BONE  STEINMAN  DIAMOND  PT  9IN  X 
.0941N  6S 

PG 

1 

1 

0.20 

0.20 

$84.60 

0.20 

0.20 

$84.60 

A 

6515012052421 

PIN  BONE  STEINMAN  SS  9IN  X  .188IN  6S 

PG 

1 

1 

0.10 

0.10 

$1.50 

0.10 

0.10 

$1.50 

A 

6515014665123 

PIN  BONE  THREAD  PIN  UNTHREAD 

SHANK. 094IN  6  6S 

PG 

1 

1 

0.55 

0.02 

$90.90 

0.55 

0.02 

$90.90 

A 

6515014665129 

PIN  BONE  THREAD  PIN  UNTHREAD 

SHANK.  125IN  6  6S 

PG 

1 

1 

0.55 

0.02 

$169.41 

0.55 

0.02 

$169.41 

B 

6515014619510 

SPLINTING  MATERIAL  ORTHOPEDIC 
3X15IN  ORHTO  GL 

EA 

1 

15 

2.00 

0.23 

$122.82 

30.00 

3.45 

$1,842.30 

B 

6515013810143 

STAPLE  UNIT  SURG  75MM  RELD  W/ 
SAFETY  12S 

PG 

1 

2 

2.00 

0.22 

$1,677.87 

4.00 

0.44 

$3,355.74 

B 

6515014665213 

WIRE  BONE  KIRSCHN  STER  THREAD 
9INX7.035IN  5S 

PG 

1 

2 

0.55 

0.02 

$105.00 

1.10 

0.03 

$210.00 

B 

6515014665249 

WIRE  BONE  KIRSCHN  THREAD 
9INXLE7.045IN  5S 

PG 

1 

2 

0.55 

0.02 

$228.62 

1.10 

0.03 

$457.24 

B 

6515014665205 

WIRE  BONE  STEIN  STERTHREAD  9IN  LE  7 
.062IN  5S 

PG 

1 

2 

0.55 

0.02 

$240.35 

1.10 

0.03 

$480.70 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 
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Appendix  G. 

ICD-9  Coded  Patient  Types  Included  in  the  Ward  Patient  Stream 


ICD-9 _ ICD-9  description _ No.  patients 

800.42  CL  SKULL  VLT  FX-BRF  COMA  1 

800.26  CL  SKULL  VLT  FX-COMA  NOS  1 

432.9  INTRACRANIAL  HEMORR  NOS  1 

874.8  OPEN  WOUND  OF  NECK  NEC  2 

87 1 .2  RUPTURE  EYE  W  TISSU  LOSS  1 

941.29  2ND  DEG  BURN  HEAD-MULT  1 

941.39  3RD  DEG  BURN  HEAD-MULT  1 

810.10  FX  CLAVICLE  NOS-OPEN  1 

880.03  OPEN  WOUND  OF  UPPER  ARM  1 

812.30  FX  HUMERUS  NOS-OPEN  1 

881.00  OPEN  WOUND  OF  FOREARM  2 

903.9  INJURY  ARM  VESSEL  NOS  1 

817.0  MULTIPLE  FX  HAND-CLOSED  1 

882.0  OPEN  WOUND  OF  HAND  1 

883.0  OPEN  WOUND  OF  FINGER  1 

833.10  DISLOCAT  WRIST  NOS-OPEN  1 

887.0  AMPUT  BELOW  ELB,  UNILAT  1 

942.29  2ND  DEG  BURN  TRUNK  NEC  1 

875.0  OPEN  WOUND  OF  CHEST  1 

942  BURN  OF  TRUNK  1 

942.30  3RD  DEG  BURN  TRUNK  NOS  1 

879.2  OPN  WND  ANTERIOR  ABDOMEN  1 

863.50  COLON  INJ  MULT  SITE-OPEN  1 

877.1  OPEN  WOUND  BUTTOCK-COMPL  1 

890.0  OPEN  WOUND  OF  HIP/THIGH  2 

890.0  OPEN  WOUND  OF  HIP/THIGH _ 1 

956.8  INJ  MULT  NERVE  PELV/LEG  1 

821.10  FX  FEMUR  NOS-OPEN _ 

823.22  FX  SHAFT  FIB  W  TIB-CLOS  1 

836.60  DISLOCAT  KNEE  NOS-OPEN _ 

891.0  OPEN  WND  KNEE/LEG/ ANKLE _ 2 

904.8  INJURY  LEG  VESSEL  NOS  1 

956.8  INJ  MULT  NERVE  PELV/LEG _ 

823.92  FX  TIBIA  W  FIB  NOS-OPEN  2 

956.8  INJ  MULT  NERVE  PELV/LEG 

825.20  FX  FOOT  BONE  NOS-CLOSED 


Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted 
replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions 


G-2 


ICD-9 

ICD-9  description 

No.  patients 

894.0 

OPEN  WOUND  OF  LEG  NEC 

2 

825.30 

FX  FOOT  BONE  NOS-OPEN 

1 

959.7 

LOWER  LEG  INJURY  NOS 

1 

896.0 

AMPUTATION  FOOT,  BILAT 

1 

945.29 

2ND  DEG  BURN  LEG-MULT 

1 

945.30 

3RD  DEG  BURN  LEG  NOS 

1 

860.5 

TRAUM  PNEUMOHEMOTHOR-OPN 

1 

827.1 

863.50 

FX  LOWER  LIMB  NEC-OPEN 

COLON  INJURY  NOS-OPEN 

1 

869.1 

860.5 

INTERNAL  INJURY  NOS-OPEN 

TRAUM  PNEUMOHEMOTHOR-OPN 

1 

550.90 

UNILAT  INGUINAL  HERNIA 

6 

682.6 

CELLULITIS  OF  LEG 

OTHER  PULMONARY  INSUFFICIENCY, 

3 

518.82 

NOT  ELSEWHERE  CLASSIFIED 

8 

787.91 

DIARRHEA 

2 

535.01 

ACUTE  GASTRITIS  W  HMRHG 

1 

555.9 

REGIONAL  ENTERITIS  NOS 

2 

346.90 

MIGRNE  UNSP  WO  NTRC  MGRN 

3 

401.9 

HYPERTENSION  NOS 

3 

786.50 

CHEST  PAIN  NOS 

2 

451.9 

THROMBOPHLEBITIS  NOS 

1 

580.9 

ACUTE  NEPHRITIS  NOS 

1 

592.0 

CALCULUS  OF  KIDNEY 

2 

075 

INFECTIOUS  MONONUCLEOSIS 

2 

870.9 

OPN  WND  OCULAR  ADNEX  NOS 

1 

780.6 

FEVER 

2 

Total  patients 

85 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted 
replacement  item;  F  =  add  new  item;  G  =  not  modeled 
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Appendix  H. 

Ward  Allowance  Standard  Recommended  Configuration 


938CS 

938CS 

EESP 

938CS  EESP 

wt 

cube 

EESP  wt 

cube 

Status 

NSN 

Supply  description 

UI  qty  qty 

(lbs) 

(cf) 

938CS  cost 

(lbs) 

(cf) 

EESP  cost 

Equipment 

A 

8465006560816 

BAG  LAUNDRY  46X251N  COTTON 
DUCK  NATURAL  COLOR 

EA 

1 

1 

3.75 

0.19 

$29.50 

3.75 

0.19 

$29.50 

A 

6530013256590 

BED  ADJ  ATTENDANT  OPERATED 

W/O  MATRESS 

EA 

15 

15 

825.00 

57.00 

$6,997.95 

825.00 

57.00 

$6,997.95 

A 

6350014806192 

BELL  CALL  3.3751N  CLEAR  TONE 

EA 

4 

4 

0.44 

0.24 

$31.92 

0.44 

0.24 

$31.92 

A 

7210007157985 

BLANKET  BED  90X661N  SOLID 

WOOL  OLIVE/GREEN 

EA 

10 

10 

46.70 

3.60 

$433.40 

46.70 

3.60 

$433.40 

A 

7210001395779 

BLANKET  BED  COTTON  THERMAL 
WHITE  66X90  IS 

EA 

10 

10 

33.70 

5.70 

$78.10 

33.70 

5.70 

$78.10 

A 

6530011633761 

CABINET  MEDICINE  BASE  SECTION 
23X18X37  FLOOR 

EA 

2 

2 

390.00 

16.00 

$3,747.22 

390.00 

16.00 

$3,747.22 

A 

6530011628237 

CABINET  PHARMACEUTICAL  UPPER 
SECTION 

EA 

1 

1 

170.00 

8.00 

$1,244.44 

170.00 

8.00 

$1,244.44 

A 

6515015292619 

CABLE  INTERFACE  6  PIN  ZOLL  & 
PROPAQ  MONITOR 

EA 

3 

3 

9.00 

7.65 

$1,659.00 

9.00 

7.65 

$1,659.00 

A 

6515014346106 

CABLE  PRESSURE  TRANSDUCER  ICP 

EA 

3 

3 

12.00 

0.30 

$711.48 

12.00 

0.30 

$711.48 

A 

6515015286787 

CABLE  SENSOR  ICP  W/CODMAN  ICP 
MICRO  SENSOR 

EA 

3 

3 

11.25 

15.00 

$813.00 

11.25 

15.00 

$813.00 

A 

7240000893827 

CAN  WATER  MILITARY  PLAS 

COLOR  IS  5  GALLON 

EA 

1 

1 

5.00 

2.00 

$12.02 

5.00 

2.00 

$12.02 

A 

6530012207186 

CARRIER  LITTER  WHEELED 
ATTENDANT-OPERATED  U/W  6530- 
00-783-7905 

EA 

1 

1 

50.00 

8.90 

$486.56 

50.00 

8.90 

$486.56 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  H-2 


Status 

NSN 

Supply  description 

UI 

938CS 

qty 

EESP 

qty 

938CS 

wt 

(lbs) 

938CS 

cube 

(cf) 

938CS  cost 

EESP  wt 
(lbs) 

EESP 

cube 

(cf) 

EESP  cost 

A 

7105002698463 

CHAIR  FOLDING  W/O  ARMS  STEEL 
GRAY  ENAMEL 

EA 

3 

3 

15.00 

3.00 

$38.73 

15.00 

3.00 

$38.73 

A 

4510015040022 

COMMODE  FIELD  FOLDING  250LBS 
CAP  18.5IN-22.5 

EA 

1 

1 

12.00 

3.00 

$206.03 

12.00 

3.00 

$206.03 

A 

6515015292617 

CONTROL  UNIT  INTERFACE 

CUSTOM  COD-ICU 

EA 

3 

3 

15.00 

10.65 

$2,502.00 

15.00 

10.65 

$2,502.00 

A 

8340012114774 

CURTAIN  MODESTY  FIRE  RESIST 
HOOK&PILE  FASTEN 

EA 

20 

20 

23.00 

3.00 

$2,472.00 

23.00 

3.00 

$2,472.00 

A 

7520014244867 

EASEL  ADJ  PLAS  MELAMINEB O ARD 
WHITE  27-36IN 

EA 

1 

1 

24.00 

5.50 

$141.62 

24.00 

5.50 

$141.62 

A 

7125014810501 

FILING  CABINET  SPECIAL 

17X12X15IN  COMB  LOCK 

EA 

1 

1 

40.00 

4.00 

$438.00 

40.00 

4.00 

$438.00 

A 

6230012917531 

FLASHLIGHT  STRAIGHT  3V  DC  ALM 
ALLOY  BLACK  GAS 

EA 

3 

3 

3.00 

0.30 

$48.60 

3.00 

0.30 

$48.60 

A 

6515003343800 

FORCEPS  HEMO  KELLY  5.25-5.75IN 
SLIGHT  CURV 

EA 

2 

2 

0.30 

0.20 

$54.46 

0.30 

0.20 

$54.46 

A 

6515003323300 

FORCEPS  TRACHEAL  TUBE  MAGILL 
FENESTRATED 

EA 

1 

1 

0.20 

0.20 

$137.21 

0.20 

0.20 

$137.21 

A 

7240015648659 

FRAME  CLOTH  BASKET 

ADJUSTABLE  FOLDING 

EA 

1 

1 

6.00 

1.00 

$162.01 

6.00 

1.00 

$162.01 

A 

6532012460145 

GOWN  HOSPITAL  FULL  LG 

CTN/POLY  UNIV  SIZE  12S 

PG 

1 

1 

0.01 

0.00 

$84.00 

0.01 

0.00 

$84.00 

A 

6515006165052 

LARYNGOSCOPE  MAC  INF/ADL  4 

DET  BLADES  W/BTRY 

EA 

1 

1 

3.00 

1.00 

$41.45 

3.00 

1.00 

$41.45 

A 

6530015480262 

MATTRESS  LITTER  F/AEROMEDICAL 
PT  TRANSFER 

EA 

7 

7 

14.00 

12.45 

$1,855.00 

14.00 

12.45 

$1,855.00 

A 

6515015593946 

NEGATIVE  PRESSURE  WOUND 
THERAPY  SYSTEM  W/CASE 

EA 

5 

5 

16.00 

0.50 

$112,500.00 

16.00 

0.50 

$112,500.00 

A 

7210001197357 

PILLOWCASE  COTTON-POLYESTER 

EA 

25 

25 

10.00 

0.45 

$95.00 

10.00 

0.45 

$95.00 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 
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Status 

NSN 

Supply  description 

UI 

938CS 

qty 

EESP 

qty 

938CS 

wt 

(lbs) 

938CS 

cube 

(cf) 

938CS  cost 

EESP  wt 
(lbs) 

EESP 

cube 

(cf) 

EESP  cost 

A 

6530015733224 

WHITE 

PUMP  EXTREMITY  SEQUENTIAL 
COMPRESSION  1 00-240 V  50/60HZ 
LITHIUM  I 

EA 

7 

7 

28.00 

7.00 

$22,400.00 

28.00 

7.00 

$22,400.00 

A 

6532015649993 

ROBE  DRESSING  SEERSUCKER 

WRAP  AROUND  TIE  BELT  HEAVY 
WEIGHT  1  DOZ 

PR 

1 

1 

10.00 

1.00 

$169.49 

10.00 

1.00 

$169.49 

A 

6515009357138 

SCISSOR  BANDAGE  ANGLED  7.25IN 

EA 

1 

1 

0.25 

0.12 

$12.79 

0.25 

0.12 

$12.79 

A 

6515003638840 

SCISSOR  BANDAGE  ANGLED  7IN 

EA 

4 

4 

0.84 

0.40 

$48.16 

0.84 

0.40 

$48.16 

A 

7210000811417 

SHEET  BED  CTN-POLYESTER  WHITE 
104X72IN  IS 

EA 

25 

25 

37.50 

7.03 

$286.50 

37.50 

7.03 

$286.50 

A 

6520014565380 

SINK  FIELD  19X19X15"  115/230V  50/60 
HZ  AC 

EA 

2 

2 

90.00 

6.26 

$9,204.00 

90.00 

6.26 

$9,204.00 

A 

6515010394884 

SPHYGMOMANOMETER  ANEROID 
300MM 

EA 

4 

4 

3.84 

0.40 

$63.00 

3.84 

0.40 

$63.00 

A 

6530011310051 

STAND  IV  IRRIGATION  CONTAINER 
109IN 

EA 

1 

1 

26.00 

9.60 

$193.50 

26.00 

9.60 

$193.50 

A 

6515013146694 

STETHOSCOPE  LITTMAN  CLASSIC  II 
28IN 

EA 

4 

4 

3.44 

1.00 

$197.64 

3.44 

1.00 

$197.64 

A 

6515015316051 

SUCTION  APPARATUS  SURG  BAT  1 1- 
30V/AC 

EA 

1 

1 

12.00 

5.56 

$2,210.00 

12.00 

5.56 

$2,210.00 

A 

6530007089060 

TABLE  BEDSIDE  METAL  FOLDING 
LEGS  COLLAPSIBLE 

EA 

3 

3 

60.00 

2.50 

$3,037.50 

60.00 

2.50 

$3,037.50 

A 

7210012860983 

TOWEL  BATH  COT-POLY  &  TERRY 
CLOTH  48X24IN 

EA 

10 

10 

7.00 

0.01 

$35.00 

7.00 

0.01 

$35.00 

A 

6532000811680 

TROUSERS  MENS  PAJAMA 
COTTON/POLY  LG  GREEN 

EA 

10 

10 

6.20 

0.51 

$134.20 

6.20 

0.51 

$134.20 

A 

6532000811666 

TROUSERS  MENS  PAJAMA 
COTTON/POLY  MED  GREEN 

EA 

10 

10 

25.60 

1.54 

$117.00 

25.60 

1.54 

$117.00 

A 

6515015651389 

TUBING  COMPRESSION  SYSTEM  7 
INCH  WORKS  W/COMPRESSION  SCD 
EXPR  SY 

SE 

7 

7 

7.00 

7.00 

$315.00 

7.00 

7.00 

$315.00 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  H-4 


938CS 

938CS 

EESP 

938CS 

EESP 

wt 

cube 

EESP  wt 

cube 

Status 

NSN 

Supply  description 

UI 

qty 

qty 

(lbs) 

(cf) 

938CS  cost 

(lbs) 

(cf) 

EESP  cost 

A 

7240009654426 

WASTE  RECEPTACLE 

EA 

1 

1 

1.00 

1.00 

$12.78 

1.00 

1.00 

$12.78 

Mediccations 

A 

6505014623025 

RINGER'S  INJ  LACTATED  1000ML  14S 

PG 

1 

1 

29.84 

3.00 

$23.69 

29.84 

3.00 

$23.69 

A 

6505013308924 

SOD  CHLOR  INJ  0.9%  100ML  BAG  64S 
SOD  CHLOR  IRRIGATION  0.9% 

PG 

1 

1 

13.00 

2.00 

$85.44 

13.00 

2.00 

$85.44 

B 

6505013308926 

1000ML  16S 

PG 

1 

2 

33.00 

3.00 

$24.48 

66.00 

6.00 

$48.96 

Consumables 

A 

6515013271282 

ADAPTER  INJ-ASPR  SITE  FEMAL 
LUERLOC  1IN  200S 

PG 

1 

1 

3.00 

0.47 

$231.00 

3.00 

0.47 

$231.00 

C 

6530013492767 

BAG  SPECIM  POLY  CLR  BIOHAZ 
MARK  6X9IN  1000S 

PG 

3 

1 

9.60 

0.01 

$355.74 

3.20 

0.00 

$118.58 

C 

6515015238467 

BAGS  DRAINAGE  ICP  5S 

PG 

3 

1 

0.66 

2.04 

$249.84 

0.22 

0.68 

$83.28 

B 

6530014619017 

BASIN  WASH  8  QUART 
RECTANGULAR  MAUVE  50S 

PG 

1 

3 

1.15 

0.15 

$34.91 

3.45 

0.45 

$104.73 

A 

7530002223525 

BOOK  MEMORANDUM  10.5X8IN 
RULED  PAGES  192S 

EA 

1 

1 

1.00 

0.10 

$2.67 

1.00 

0.10 

$2.67 

A 

6530005246926 

BOWL  SURG  SPONGE  PLASTIC 
2.6X6.5IN  320Z  50S 

PG 

1 

1 

9.00 

2.40 

$28.48 

9.00 

2.40 

$28.48 

A 

6515015178085 

CANISTER  SUCTION  1200ML  PL  AS 
SURG  DISP  12S 

PG 

1 

1 

1.30 

0.50 

$68.85 

1.30 

0.50 

$68.85 

A 

6515014236567 

CANNULA  NEEDLELESS  ACCESS  IV 
1000S 

PG 

1 

1 

2.00 

0.50 

$553.50 

2.00 

0.50 

$553.50 

A 

6515004588416 

CATH  &  CONN  SUCT  TRACH  18FR 
WHISTLE  TIP  50S 

PG 

1 

1 

5.00 

0.77 

$21.60 

5.00 

0.77 

$21.60 

A 

6532000811804 

COAT  MENS  PAJAMA  COLLARLESS 
COTTON  LRG  BLUE 

EA 

10 

10 

5.00 

0.46 

$118.60 

5.00 

0.46 

$118.60 

A 

6532000811802 

COAT  MENS  PAJAMA  COLLARLESS 
COTTON  MED  BLUE 

EA 

10 

10 

5.00 

0.46 

$112.10 

5.00 

0.46 

$112.10 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  H-5 


Status 

NSN 

Supply  description 

UI 

938CS 

qty 

EESP 

qty 

938CS 

wt 

(lbs) 

938CS 

cube 

(cf) 

938CS  cost 

EESP  wt 
(lbs) 

EESP 

cube 

(cf) 

EESP  cost 

A 

7350009886498 

CUP  DISPOSABLE  ROUND  80Z 

PAPER  WHITE  1000S 

BX 

1 

1 

10.00 

2.00 

$42.24 

10.00 

2.00 

$42.24 

A 

6515003245500 

DEPRESSOR  TONGUE  6X0.75X0.062IN 
STRAIGHT  100S 

PG 

1 

1 

0.67 

0.10 

$3.08 

0.67 

0.10 

$3.08 

C 

6515015238459 

DRAINAGE  SYS  ICP  W/CATH 

EA 

3 

1 

11.10 

15.00 

$1,249.32 

3.70 

5.00 

$416.44 

A 

6515015178919 

EXTENSION  SET  IV  ADMIN  STER 

18IN  DIAL-A-FLO  4 

PG 

1 

1 

5.00 

2.00 

$300.00 

5.00 

2.00 

$300.00 

C 

7520008337343 

FILE  WORK  ORGANIZER  W/BELLOW 
COMP  1 1X9IN 

EA 

2 

1 

4.50 

0.50 

$16.28 

2.25 

0.25 

$8.14 

A 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX 
NITRMED  100S 

PG 

3 

3 

3.99 

0.51 

$51.69 

3.99 

0.51 

$51.69 

C 

6515014915719 

GLOVE  PATIENT  EXAM  PURPLE  SZ 

10  LARGE  100S 

PG 

10 

7 

2.90 

2.70 

$170.00 

2.03 

1.89 

$119.00 

C 

6515014618939 

GLOVE  PATIENT  EXAM  SM  N-DEX 
NIRTILE  RBBR  100S 

PG 

10 

7 

10.00 

1.00 

$93.80 

7.00 

0.70 

$65.66 

A 

8520007823554 

HAND  CLEANER  INDIV  WRAP  2000 

PG 

1 

1 

1.50 

0.07 

$32.30 

1.50 

0.07 

$32.30 

A 

6515015199210 

INTRAVENOUS  INJ  SET  Y-TYPE 

LUER  LOCK  48S 

PG 

1 

1 

10.00 

1.30 

$809.70 

10.00 

1.30 

$809.70 

A 

7520009044476 

MARKER  TUBE  TYPE  YELLOW  12S 

DZ 

1 

1 

0.10 

0.00 

$5.76 

0.10 

0.00 

$5.76 

C 

6515015261627 

NEEDLE  HYPO  22GAX1.5IN  SAFETY 
SHIELDING  50S 

PG 

2 

1 

2.44 

0.30 

$44.00 

1.22 

0.15 

$22.00 

A 

6530011190015 

PAD  BED  LINEN  PROTECT 
NONWOVEN  POLY  DISP  300S 

PG 

1 

1 

28.00 

2.00 

$24.74 

28.00 

2.00 

$24.74 

A 

7530013352623 

PAPER  COPYING  XEROX  500S 

BX 

1 

1 

20.00 

1.75 

$29.01 

20.00 

1.75 

$29.01 

C 

7520009357136 

PEN  BALL-POINT  BLACK  MED  POINT 
RETRACT  12S 

DZ 

2 

1 

0.72 

0.29 

$9.62 

0.36 

0.14 

$4.81 

A 

7510002815234 

PENCIL  NONINDEL1BLE  GRAPHITE 
LEAD  NO. 2  12S 

DZ 

1 

1 

0.10 

0.00 

$1.39 

0.10 

0.00 

$1.39 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  H-6 


Status 

NSN 

Supply  description 

UI 

938CS 

qty 

EESP 

qty 

938CS 

wt 

(lbs) 

938CS 

cube 

(cf) 

938CS  cost 

EESP  wt 
(lbs) 

EESP 

cube 

(cf) 

EESP  cost 

A 

8315007877000 

PIN  SAFETY  BRASS  NICKEL  2IN  LG 

SZ  3  720S 

BX 

1 

1 

0.19 

0.01 

$24.70 

0.19 

0.01 

$24.70 

C 

6515015649742 

SLEEVE  WRAP-AROUND 

PNEUMATIC  DISP  NONSTER  SZ  MED 
PG  OF  5  PR 

PG 

2 

1 

1.70 

0.24 

$677.60 

0.85 

0.12 

$338.80 

C 

6515015649738 

SLEEVE  WRAP-AROUND 

PNEUMATIC  DISP  NONSTER  SZ-MED 
PG  OF  5  PAIRS 

PG 

2 

1 

2.00 

0.05 

$518.32 

1.00 

0.02 

$259.16 

c 

6515015651321 

SLEEVE  WRAP-AROUND 

PNEUMATIC  LARGE 
DISP/ADJUSTABLE  KNEE  LENGTH 

PG 

2 

1 

1.70 

0.24 

$677.60 

0.85 

0.12 

$338.80 

A 

6515015649726 

SLEEVE  WRAP-AROUND 

PNEUMATIC  NON-STER  DISP  ADJ 
CLOSURE  LRGE  3S 

PG 

2 

2 

2.00 

0.04 

$371.50 

2.00 

0.04 

$371.50 

c 

6515015651340 

SLEEVE  WRAP-AROUND 

PNEUMATIC  SMALL 
DISP/ADJUSTABLE  THIGH  LENGTH 

PG 

2 

1 

4.00 

2.00 

$494.58 

2.00 

1.00 

$247.29 

A 

6510009268882 

TAPE  ADHESIVE  SURG  POROUS 
WOVEN  1INX10YD  12S 

PG 

1 

1 

1.04 

0.04 

$17.57 

1.04 

0.04 

$17.57 

A 

8540007935425 

TISSUE  FACIAL  2-PLY  36X24IN 

WHITE  100/BX  12S 

PG 

1 

1 

3.00 

2.00 

$8.66 

3.00 

2.00 

$8.66 

A 

6515011011948 

TUBING  SURG  FUNNEL  TAPER 
NONCONDUCTIV  100FT 

RO 

1 

1 

4.00 

1.00 

$25.50 

4.00 

1.00 

$25.50 

B 

6530014617988 

URINAL  MALE  PATIENT  PLAS 

EA 

5 

5 

5.00 

0.05 

$3.80 

5.00 

0.05 

$3.80 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  1-1 


Appendix  I. 

Laboratory  Allowance  Standard  Recommended  Configuration 


Status 

NSN 

Supply  description 

UI 

938CF 

qty 

EESP 

qty 

938CF 
wt  (lbs) 

938CF  cube 
(cu  ft) 

938CF  cost 

EESP  wt 
(lbs) 

EESP  cube 
(cu  ft) 

EESP  Cost 

Equipment 

A 

6630015479890 

ANALYZER  CLINICAL  CHEMISTRY: 
(ACC) 

EA 

1 

1 

12.80 

1.60 

$22,365.24 

12.80 

1.60 

$22,365.24 

A 

6530007709220 

BASIN  EMESIS  STEEL  KIDNEY 

SHAPE  500ML 

EA 

2 

2 

1.70 

0.06 

$28.48 

1.70 

0.06 

$28.48 

A 

7520002346354 

BOXFILING 

EA 

1 

1 

1.00 

1.00 

$2.14 

1.00 

1.00 

$2.14 

A 

6530011633761 

CABINET  MEDICINE  BASE  SECTION 
23X18X37  FLOOR 

EA 

2 

2 

390.00 

16.00 

$3,747.22 

390.00 

16.00 

$3,747.22 

A 

6530011628237 

CABINET  PHARMACEUTICAL  UPPER 
SECTION 

EA 

1 

1 

170.00 

8.00 

$1,244.44 

170.00 

8.00 

$1,244.44 

A 

7530002613813 

CARD  SET  GUIDE  FILE 

SE 

1 

1 

0.50 

0.15 

$3.67 

0.50 

0.15 

$3.67 

A 

7520002866959 

CASE  FILING  TRANSFE 

EA 

1 

1 

0.06 

0.01 

$6.43 

0.06 

0.01 

$6.43 

A 

6640008897089 

CYLINDER  GRADUATE  LAB  STY  C18 
255MM  PLAS 

EA 

2 

2 

0.70 

0.09 

$6.00 

0.70 

0.09 

$6.00 

A 

6640014709099 

INCUBATOR  BACT  120V  50/60HZ 
ACCURAT  CARB  DIOX 

EA 

1 

1 

12.00 

2.35 

$6,198.52 

12.00 

2.35 

$6,198.52 

A 

6640013824554 

INCUBATOR  BACTERIOLOGICAL  30- 
65  DEG  CELCIUS  1 

PG 

1 

1 

17.00 

1.00 

$708.73 

17.00 

1.00 

$708.73 

A 

6530015113657 

LID  SOAK  PAN  26X18X6IN  E.I.  6530- 
01-511-3665 

EA 

1 

1 

3.25 

0.55 

$129.30 

3.25 

0.55 

$129.30 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  1-2 


Status 

NSN 

Supply  description 

UI 

938CF 

qty 

EESP 

qty 

938CF 
wt  (lbs) 

938CF  cube 
(cu  ft) 

938CF  cost 

EESP  wt 
(lbs) 

EESP  cube 
(cu  ft) 

EESP  Cost 

A 

6640014997230 

LOOP  INOCULAT  LAB  BLD  COLL 
METAL  ALLOY  12S 

PG 

1 

1 

0.75 

0.05 

$188.78 

0.75 

0.05 

$188.78 

A 

6530015113665 

PAN  BOTTOM  SOAK  26X18X61N 
CLEANING  TUB 

EA 

1 

1 

5.25 

0.75 

$427.50 

5.25 

0.75 

$427.50 

A 

6630012331924 

PIPET -DILUENT  BLOOD  LAB  GLASS 

B ORO SILIC AT E  2. 

EA 

1 

1 

3.00 

0.01 

$165.48 

3.00 

0.01 

$165.48 

A 

6640001655726 

RACK  TEST  TUBE  LAB  COATED 

WIRE  40  TUBES 

EA 

2 

2 

1.96 

0.29 

$19.68 

1.96 

0.29 

$19.68 

A 

6650009333218 

REFRACTOMETER  HAND  IMMERS 
TYPE  3-SCALE 

EA 

1 

1 

1.00 

0.22 

$715.13 

1.00 

0.22 

$715.13 

A 

4110015254061 

REFRIGERATOR  FREEZER  MANUAL 
DEFROST  GP  10  CU  FT  120V  60HTZ 

EA 

1 

1 

100.00 

13.50 

$2,461.85 

100.00 

13.50 

$2,461.85 

A 

6540013951575 

SPECTACLES  PROTECT  UNIV  SZ 
CLEAR 

EA 

2 

2 

0.80 

0.00 

$8.76 

0.80 

0.00 

$8.76 

A 

7520002405727 

STAPLER  PAPER  FASTENER 

EA 

1 

1 

0.10 

0.10 

$10.88 

0.10 

0.10 

$10.88 

A 

6640010303099 

STERILIZER  INOCULATING  LOOP 
LABORATORY  INFRAR 

EA 

1 

1 

4.50 

0.27 

$275.03 

4.50 

0.27 

$275.03 

A 

6530007093975 

TABLE  SURG  INSTR  &  DRESS 
33X30X18IN 

EA 

4 

4 

132.00 

6.83 

$4,184.00 

132.00 

6.83 

$4,184.00 

A 

6685008094989 

THERMOMETER  SELF  INDICATING 
LIQ  IN  GLASS  -100 

EA 

1 

1 

0.12 

0.01 

$33.86 

0.12 

0.01 

$33.86 

A 

6685015405245 

THERMOMETER  SELF-INDICATING 
NON-MERCURY  -10  TO  200  DEG  C 

EA 

4 

4 

0.32 

0.16 

$227.68 

0.32 

0.16 

$227.68 

A 

7240009654426 

WASTE  RECEPTACLE 

EA 

2 

2 

2.00 

2.00 

$25.56 

2.00 

2.00 

$25.56 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  1-3 


Status 

NSN 

Supply  description 

UI 

938CF 

qty 

EESP 

qty 

938CF 
wt  (lbs) 

938CF  cube 
(cu  ft) 

938CF  cost 

EESP  wt 
(lbs) 

EESP  cube 
(cu  ft) 

EESP  Cost 

Consumables 

A 

8105011839769 

BAG  PLAS  3  9X3  3 IN  DARK  BRN&GRN 

3  3  GAL  125S 

BX 

1 

1 

10.00 

1.00 

$37.45 

10.00 

1.00 

$37.45 

A 

7510001614292 

CLIP  PAPER  GEM  STEEL  LG  1000S 

BX 

1 

1 

1.50 

0.05 

$2.37 

1.50 

0.05 

$2.37 

A 

8540010556134 

TOWEL  PAPER  SINGLE-FOLD  9.125" 

BX 

1 

1 

7.00 

58.34 

$29.71 

7.00 

58.34 

$29.71 

C 

6240012679622 

LAMP  INCANDESCENT  50  WATTS  8 
VOLTS  4S 

EA 

2 

1 

2.10 

0.20 

$3.00 

1.05 

0.10 

$1.50 

C 

6505010453255 

DETERGENT  SURG  4%  CHLORHEX 
GLUCONATE  320Z 

BT 

2 

1 

5.12 

1.50 

$31.80 

2.56 

0.75 

$15.90 

c 

7920002402559 

SPONGE  CELLULOSE  5.75IN  3.625IN 
12S 

PG 

2 

1 

8.80 

4.32 

$22.58 

4.40 

2.16 

$11.29 

A 

7520009731059 

MARKER  TUBE  FELT  CHISEL  TIP 
PERM  BLACK  12S 

DZ 

1 

1 

0.10 

2.00 

$4.82 

0.10 

2.00 

$4.82 

A 

7510002815234 

PENCIL  NONINDEL1BLE  GRAPHITE 
LEAD  NO.2  12S 

DZ 

1 

1 

0.10 

0.00 

$1.39 

0.10 

0.00 

$1.39 

A 

6550014963344 

CONTROL  URIN  HIGH  ABNL  LEVEL  1 
ASYD  RG  60ML  4S 

PG 

1 

1 

0.55 

0.12 

$99.27 

0.55 

0.12 

$99.27 

A 

6550014963341 

CONTROL  URINALYSIS  NORMAL  3 
TEST  KIT  60ML  4S 

PG 

1 

1 

0.55 

0.12 

$97.50 

0.55 

0.12 

$97.50 

A 

6530000276155 

CUP  SPECIMEN  PAPER  DISPOSABLE 
3-1/2  IN  DIAMET 

PK 

1 

1 

31.00 

5.90 

$137.81 

31.00 

5.90 

$137.81 

A 

6550014963343 

CONTROL  URIN  LOW  ABNL  LEV  2 
ASYED  RG  60ML  4S 

PG 

1 

1 

0.55 

0.12 

$97.50 

0.55 

0.12 

$97.50 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  1-4 


938CF  EESP  938CF  938CF  cube  EESP  wt  EESP  cube 


Status 

NSN 

Supply  description 

UI 

qty 

qty 

wt  (lbs) 

(cu  ft) 

938CF  cost 

(lbs) 

(cu  ft) 

EESP  Cost 

A 

6550013519253 

CONTROL  SET  URINE  CHEMISTRY 
CONTAINS  6  20ML  V 

SE 

1 

1 

0.65 

0.01 

$63.24 

0.65 

0.01 

$63.24 

C 

6515012346838 

APPLICATOR  WOOD  6IN  SQUARED 
OFF  100S 

PG 

2 

1 

0.20 

0.40 

$1.04 

0.10 

0.20 

$0.52 

C 

6510005977469 

BANDAGE  ADH.75X3IN  STER  DRESS 
100S 

PG 

2 

1 

0.52 

0.04 

$10.30 

0.26 

0.02 

$5.15 

A 

6550014984397 

TEST  KIT  OCCULT  BLOOD  HEMA- 
CHEK  100S 

PG 

1 

1 

6.50 

1.80 

$104.52 

6.50 

1.80 

$104.52 

A 

6550014494549 

NITRATE  B  REAGENT  S  15ML 

BT 

1 

1 

1.00 

0.50 

$6.60 

1.00 

0.50 

$6.60 

B 

6550014340316 

TEST  DISC  BLOOD  ANALYZER 
F/PICCOLO  10S 

PG 

1 

5 

1.25 

0.01 

$148.23 

6.25 

0.05 

$741.15 

A 

6810014644699 

SULFANILIC  ACID  .8%  0.5ML  -  0.75 

ML  50S 

PG 

1 

1 

1.00 

0.00 

$39.12 

1.00 

0.00 

$39.12 

A 

6640011536919 

LOOP  INOCULATING  PLAS  DISP  200 
MM  LG  10MCL  1000S 

PG 

1 

1 

0.16 

0.01 

$231.93 

0.16 

0.01 

$231.93 

A 

6550013583835 

CULTURE  MEDIA  SALMONELLA 
SHIGELLA  AGAR  &  XYLO 

PG 

1 

1 

1.25 

0.01 

$43.50 

1.25 

0.01 

$43.50 

A 

6640011536918 

LOOP  INOCULATING  PLAS  DISP  200 
MM  LG  1  MCL  1000S 

PG 

1 

1 

2.30 

0.50 

$87.13 

2.30 

0.50 

$87.13 

A 

6550014447825 

TEST  KIT  E  COLI  DETECTION 

KT 

1 

1 

1.00 

0.50 

$82.69 

1.00 

0.50 

$82.69 

C 

6550014497874 

CULTURE  MEDIUM  MACC  500 

GRAMS 

BT 

10 

5 

10.00 

5.00 

$706.50 

5.00 

2.50 

$353.25 

C 

6550013400832 

CULTURE  MEDIUM 
CAMPYLOBACTER  BLOOD  AGAR 
20ML 

PG 

2 

1 

2.70 

0.04 

$47.20 

1.35 

0.02 

$23.60 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  1-5 


938CF  EESP  938CF  938CF  cube  EESP  wt  EESP  cube 


Status 

NSN 

Supply  description 

UI 

qty 

qty 

wt  (lbs) 

(cu  ft) 

938CF  cost 

(lbs) 

(cu  ft) 

EESP  Cost 

C 

6550013583800 

CULTURE  MEDIUM 

TFllOGL Y COLLATE  WITH  DEXTROSE 

1 

PK 

3 

1 

2.04 

0.05 

$143.61 

0.68 

0.02 

$47.87 

A 

6550013400830 

CULTURE  MEDIUM  BRAIN  HEART 
INFUSION  AGAR  GEL 

PK 

1 

1 

1.15 

0.01 

$1.19 

1.15 

0.01 

$1.19 

A 

6550013571405 

BACTERIA  CULTURE  CONTROL 

DISCS  STAPHYLOCOCCUS  AUREUS 
10S 

PG 

1 

1 

0.10 

0.01 

$46.82 

0.10 

0.01 

$46.82 

A 

6550014697337 

CULTURE  MED  THIOSL  CITRAT  BILE 
SALTS  20ML  10S 

PG 

5 

5 

3.75 

0.75 

$1,366.50 

3.75 

0.75 

$1,366.50 

A 

6550013258779 

BACTERIA  CULT  CONTROL  DISCS 

GEL  F/ESCHERICHIA 

VI 

1 

1 

1.35 

0.01 

$87.76 

1.35 

0.01 

$87.76 

A 

6550013171076 

BACTERIA  CULTURE  CONTROL 

DISCS  GELATIN  CAMPYL 

VI 

1 

1 

0.45 

0.01 

$113.56 

0.45 

0.01 

$113.56 

A 

6550013354607 

TEST  KIT  STAPHYLOCOCCUS 

AUREUS  DETECTION  SUFF 

EA 

1 

1 

1.35 

0.01 

$146.36 

1.35 

0.01 

$146.36 

A 

6550012454365 

OXIDASE  TEST  REAGENT  0.75  ML 
AMPULS  50  PER  PK 

PG 

1 

1 

1.35 

0.01 

$57.36 

1.35 

0.01 

$57.36 

A 

6550013162791 

CULTURE  MEDIUM  BRAIN  HEART 
INFUSION  BROTH  GEL 

PG 

1 

1 

0.50 

0.30 

$32.12 

0.50 

0.30 

$32.12 

C 

6550015073726 

TEST  KIT  BACTERIA 

DETERMIANTION 

PG 

2 

1 

4.50 

0.50 

$261.96 

2.25 

0.25 

$130.98 

C 

6550013450304 

CULTURE  MEDIUM  BLOOD  AGAR 
DISH  15ML  ANAER  10S 

PG 

2 

1 

2.30 

0.30 

$93.06 

1.15 

0.15 

$46.53 

C 

6550014703909 

REAGENT  DROP  INDOLE  DET 
TRYPTOPH  ENZYME  50S 

PG 

2 

1 

1.10 

0.03 

$385.96 

0.55 

0.02 

$192.98 

A 

6550013595094 

FERRIC  CHLORIDE  SOLUTION 
10PERCENT  50ML 

BT 

1 

1 

0.83 

0.03 

$14.75 

0.83 

0.03 

$14.75 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  1-6 


938CF  EESP  938CF  938CF  cube  EESP  wt  EESP  cube 


Status 

NSN 

Supply  description 

UI 

qty 

qty 

wt  (lbs) 

(cu  ft) 

938CF  cost 

(lbs) 

(cu  ft) 

EESP  Cost 

C 

6550014979279 

TEST  KIT  PYR  DISC  W/REAG  READY 
F/USE  25S 

PG 

2 

1 

1.50 

0.03 

$73.02 

0.75 

0.02 

$36.51 

B 

6550015434616 

PANEL  BASIC  METABOIIC  USE 
W/PICCOLO  CHEMISTRY  ANALYZER 
10S 

PG 

1 

2 

1.30 

0.08 

$160.55 

2.60 

0.16 

$321.10 

A 

6550013324770 

GRAM  STAINING  KIT 

KT 

1 

1 

2.00 

0.10 

$43.69 

2.00 

0.10 

$43.69 

A 

6550013166149 

CULTURE  MEDIA  BLOOD  AGAR  & 
MACCONKEY  AGAR  GEL 

PG 

5 

5 

8.25 

0.11 

$109.80 

8.25 

0.11 

$109.80 

A 

6640015488661 

GENERATOR  GAS  ENVELOPE  C02 

20S 

PG 

1 

1 

1.55 

0.26 

$118.50 

1.55 

0.26 

$118.50 

A 

6550011621523 

CULTECH  JEMBEC  G  C  SYS  20  TESTS 

PG 

1 

1 

0.55 

0.03 

$20.85 

0.55 

0.03 

$20.85 

A 

6550014449620 

CULTURE  MEDIUM  THAYER- 
MARTIN  AGAR  W/ANISOMYCI 

PG 

1 

1 

2.00 

0.50 

$373.00 

2.00 

0.50 

$373.00 

C 

6550014936408 

TEST  KIT  NEISSERIA  GONORRHEA 
DETECTION 

KT 

3 

1 

1.98 

0.33 

$193.32 

0.66 

0.11 

$64.44 

C 

6550014497871 

CULTURE  MEDIUM  MUELLER- 
HINTON  BLOOD  AGAR5%SHE 

PG 

10 

5 

10.00 

5.00 

$271.70 

5.00 

2.50 

$135.85 

C 

6550013168746 

CULTURE  MED  CHOCOLATE  AGAR 
W/HEMOGLOBIN&ENRIC 

PG 

2 

1 

1.70 

0.02 

$34.20 

0.85 

0.01 

$17.10 

A 

6550013571403 

BACTERIA  CULTURE  CONTROL 

DISCS  GELATIN  PSEUDO 

VI 

1 

1 

0.10 

0.00 

$32.31 

0.10 

0.00 

$32.31 

C 

6550014740651 

BACTERIOLOGICAL  COLL&TRANSP 
W/TRANS  MEDIA  50S 

PG 

2 

1 

2.00 

2.00 

$54.96 

1.00 

1.00 

$27.48 

A 

6550014791785 

SENSITIVITY  DISCS  DIAGNOSTIC 
PENICILLIN  G  250 

PG 

1 

1 

1.15 

0.15 

$113.40 

1.15 

0.15 

$113.40 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  1-7 


938CF  EESP  938CF  938CF  cube  EESP  wt  EESP  cube 


Status 

NSN 

Supply  description 

UI 

qty 

qty 

wt  (lbs) 

(cu  ft) 

938CF  cost 

(lbs) 

(cu  ft) 

EESP  Cost 

A 

6640011563582 

GENERATOR  GAS  ENVELOP 
PALLADIUM  CATALYST  IMME 

PG 

1 

1 

0.96 

0.02 

$88.90 

0.96 

0.02 

$88.90 

A 

6550014703907 

CULTURE  ME  BLOOD  AGAR 
CHOC&MACCONKEY  10S 

PG 

1 

1 

0.75 

0.02 

$117.00 

0.75 

0.02 

$117.00 

A 

6640015310894 

TUBE  BIOLOGICAL  CULTURE  10S 

PG 

1 

1 

0.55 

0.11 

$143.57 

0.55 

0.11 

$143.57 

A 

6550013265208 

BACTERIA  CULTURE  CONTROL 

DISCS  GEL  STREPTOCOC 

VI 

1 

1 

0.27 

0.01 

$84.16 

0.27 

0.01 

$84.16 

C 

6550013705021 

CATALASE  TEST  EAGENT  0.50  ML 
VIALS  50  VIALS 

PG 

2 

1 

0.20 

0.02 

$78.38 

0.10 

0.01 

$39.19 

A 

6550012907571 

TEST  KIT  STREPTOCCI  GROUPS  A  B 

C  D  F  G  DETECT 

PG 

1 

1 

0.94 

0.09 

$392.03 

0.94 

0.09 

$392.03 

A 

6550001049319 

DIFFERENTIATION  DISKS 
MICROORGANISM  BACITRACI 

PG 

1 

1 

0.50 

0.00 

$38.40 

0.50 

0.00 

$38.40 

A 

6640002999807 

OIL  IMMERSION  MICROSCOPY  1  OZ 

BT 

1 

1 

0.20 

0.01 

$3.01 

0.20 

0.01 

$3.01 

A 

6550013258784 

BACTERIA  CULTURE  CONTROL 

DISCS  STAPHYLOOCCUS 
SAPROPHYTICUS  10S 

VI 

1 

1 

0.40 

0.00 

$94.89 

0.40 

0.00 

$94.89 

A 

6550014644686 

CONTROL  PROTEUS  MIRABILIS 

ATCC  25933  10  DISC 

VI 

1 

1 

2.25 

0.50 

$118.96 

2.25 

0.50 

$118.96 

A 

6550013258782 

STAPHYLOCCUS  EPIDERMIDIS  ATCC 
12228  VIAL  10S 

VI 

1 

1 

1.15 

0.01 

$47.20 

1.15 

0.01 

$47.20 

A 

6550013260291 

DIFFERENTIATION  DISCS 
MICROORGANISM  STAPHYLOC 

VI 

1 

1 

0.30 

0.01 

$21.60 

0.30 

0.01 

$21.60 

A 

6550015210540 

CULTURE  MEDIUM  OXIDATION- 
FERMEN  LIQ  4ML  20S 

PG 

1 

1 

1.15 

0.15 

$52.50 

1.15 

0.15 

$52.50 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  1-8 


Status 

NSN 

Supply  description 

UI 

938CF 

qty 

EESP 

qty 

938CF 
wt  (lbs) 

938CF  cube 
(cu  ft) 

938CF  cost 

EESP  wt 
(lbs) 

EESP  cube 
(cu  ft) 

EESP  Cost 

A 

6640014699695 

NEEDLEL  SUBCULTURE  STER 

VENT &SUBCULT  100S 

PG 

1 

1 

0.55 

0.12 

$164.33 

0.55 

0.12 

$164.33 

A 

6550011640588 

BLOOD  COLLECTING  CULTURE 
BOTTLE  LABORATORY  GL 

PG 

1 

1 

2.65 

0.03 

$17.39 

2.65 

0.03 

$17.39 

A 

6630011225964 

TUBE  BLOOD  COLLECTING  4.5ML 
BLUELABLED  100S 

PG 

1 

1 

3.00 

0.00 

$22.11 

3.00 

0.00 

$22.11 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J-l 


Appendix  J. 

Pharmacy  Allowance  Standard  Recommended  Configuration 


938CE 

EESP 

938CE 

938CE 

938CE 

EESP  wt 

EESP 

Status 

NSN 

Supply  description 

UI  qty 

qty 

wt  (lbs) 

cube  (cf) 

cost 

(lbs) 

cube  (cf) 

EESP  cost 

Equipment 

FILING  CABINET  SPECIAL  17X12X15IN  COMB 

A 

7110013092011 

LOCK 

FLASHLIGHT  STRAIGHT  3V  DC  ALM  ALLOY 

EA  1 

1 

3.25 

1.91 

$952.00 

3.25 

1.91 

$952.00 

A 

6230012917531 

BLACK  GAS 

EA  1 

1 

1.00 

0.10 

$16.20 

1.00 

0.10 

$16.20 

A 

6530007093975 

TABLE  SURG  INSTR  &  DRESS  33X30X1 8IN 

EA  1 

1 

33.00 

1.71 

$1,046.00 

33.00 

1.71 

$1,046.00 

Medications 

C 

6505009857301 

ACETAMINOPHEN  TAB  0.325GM  1000S 

BT 

3 

1 

2.76 

0.30 

$21.90 

0.92 

0.10 

$7.30 

B 

6505007822688 

ACETYLCYSTEINE  SOLUTION  20%  30ML  3S 
ACYCLOVIR  OINTMENT  5%  15GM  COLLAPSIBLE 

PG 

1 

2 

0.58 

0.10 

$27.78 

1.16 

0.20 

$55.56 

C 

6505011378451 

TUBE 

TU 

6 

1 

1.20 

0.60 

$431.64 

0.20 

0.10 

$71.94 

A 

6505015303307 

ADENOSINE  INJ  3 MG/ML  NEEDLESS  SYR  2ML  10S 
ALBUTEROL  SULFATE  INHALAT  SOL  20ML 

PG 

1 

1 

0.55 

0.12 

$331.74 

0.55 

0.12 

$331.74 

B 

6505012579953 

W/DROPPER 

ALBUTEROL  SULFATE  INHALATION  SOLUTION 

BT 

2 

4 

0.26 

1.46 

$8.74 

0.52 

2.93 

$17.48 

C 

6505012580960 

3ML25S 

ALTEPLASE  INJ  58000000  INTERNATIONAL 

PG 

5 

2 

2.00 

0.50 

$101.50 

0.80 

0.20 

$40.60 

A 

6505013663202 

UNITS 

ALU  MIN  HYDROX  GEL  DRIED  MAGN  TRISIL  TAB 

EA 

1 

1 

0.55 

0.10 

$1,790.00 

0.55 

0.10 

$1,790.00 

A 

6505001484631 

100S 

ALUMINUM  ACETATE  &  ACETIC  ACID  SOL  2% 

BT 

1 

1 

0.49 

0.10 

$2.73 

0.49 

0.10 

$2.73 

C 

6505001048061 

60ML  BT 

AMMONIA  INHALANT  AROMATIC  0.333ML  AMP 

BT 

8 

1 

1.84 

0.80 

$126.32 

0.23 

0.10 

$15.79 

G 

6505001060875 

10S 

AMOXICILLIN  875MG  &  CLAVULANATE 

PG 

2 

2 

0.20 

0.20 

$29.82 

0.20 

0.20 

$29.82 

B 

6505014309740 

POTASSIUM  125MG  TAB  20S 

AMPICILLIN  AND  SULBACTAM  FOR  INJ  3GM  VI 

BT 

12 

23 

1.40 

1.20 

$1,294.08 

2.69 

2.30 

$2,480.32 

B 

6505012752568 

10S 

PG 

8 

9 

5.68 

0.80 

$1,318.80 

6.39 

0.90 

$1,483.65 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J-2 


Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cf) 

EESP  cost 

C 

6505005985830 

ANTIPYR1NE  AND  BENZO CAINE  OTIC  SOLUTION 
10ML 

BT 

4 

1 

0.80 

0.80 

$5.84 

0.20 

0.20 

$1.46 

c 

6505009617486 

ARTIFICIAL  TEARS  15  ML 

BT 

36 

28 

3.60 

3.60 

$57.96 

2.80 

2.80 

$45.08 

D 

6505000635631 

ASPIRIN  DELAYED-RELEASE  TABLETS  USP 

325MG  100 

BT 

1 

0 

2.00 

0.00 

$0.00 

0.00 

0.00 

$0.00 

B 

6505011357373 

ATENOLOL  TAB  50MG  100S 

BT 

1 

2 

0.10 

0.10 

$2.43 

0.20 

0.20 

$4.86 

C 

6505010946196 

ATROPINE  SULF  INJ  0.1MG/ML  10ML  SYR-NLD 

10S 

PG 

2 

1 

2.80 

0.24 

$34.62 

1.40 

0.12 

$17.31 

E 

6505015838954 

ATROPINE  SULFATE  INJ  0.1MG/ML  10ML  SYR- 
NDL  10S 

PG 

0 

3 

0.00 

0.00 

$0.00 

1.65 

0.36 

$48.12 

E 

6505NCM1 04293 

ATROPINE  SULFATE  INJECTION,  USP 

VI 

0 

21 

0.00 

0.00 

$1.00 

0.02 

0.02 

$67.41 

B 

6505014491618 

AZITHROMYCIN  TAB  250MG  18S 

PG 

24 

37 

2.40 

3.60 

$2,566.80 

3.70 

5.55 

$3,957.15 

B 

6505014491635 

AZITHROMYCIN  TAB  250MG  30S 

BT 

3 

7 

1.50 

0.66 

$534.78 

3.50 

1.54 

$1,247.82 

C 

6505011770589 

BACITRACIN  OINTMENT  500UN/GM  .87GM 
144PACK/PG 

PG 

2 

1 

0.50 

0.20 

$10.90 

0.25 

0.10 

$5.45 

C 

6505014542526 

BACITRACIN  ZINC  OINT  500UNIT/GM  14.2GM  1/2 
OZ 

TU 

36 

2 

3.02 

0.07 

$128.16 

0.17 

0.00 

$7.12 

B 

6505011562184 

BELLADONNA  ALK  W/PHENOBARB  ELIXIR  40Z 

BT 

6 

9 

3.48 

0.60 

$3.72 

35.38 

6.10 

$37.82 

G 

6505015500877 

BENZOCAINE  GEL  10%  ZILACTIN-B  0.25  OZ 

TU 

25 

25 

8.25 

2.75 

$201.50 

8.25 

2.75 

$201.50 

C 

6505006601798 

BENZONATATE  CAP  100  MG  100S 

BT 

12 

2 

2.04 

1.20 

$276.60 

0.34 

0.20 

$46.10 

A 

6505011479555 

BENZOYL  PEROXIDE  GEL  10%  1.50Z  42.5GM 

TUBE 

TU 

10 

10 

1.30 

1.00 

$20.20 

1.30 

1.00 

$20.20 

C 

6505014437607 

BISMUTH  SUBSALICYLATE  TAB  CHEW  SUGAR 
FREE  30S 

PG 

12 

9 

1.44 

2.40 

$20.16 

1.08 

1.80 

$15.12 

G 

6505012125338 

BUPIVACAINE  HCL  DEXTROSE  INJ  2ML  AMP  10S 

PG 

1 

1 

0.15 

0.10 

$20.67 

0.15 

0.10 

$20.67 

G 

6505011277946 

BUPIVACAINE  HYDROCH  INJ  .50%  30ML  VI  10S 

PG 

1 

1 

1.90 

0.20 

$21.45 

1.90 

0.20 

$21.45 

G 

6505001387347 

BUPIVACAINE  HYDROCHLORIDE  INJ  50ML  VI 

VI 

3 

3 

0.93 

0.30 

$7.53 

0.93 

0.30 

$7.53 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J-3 


Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cl) 

EESP  cost 

A 

6505011893973 

BUP1VACAINE&EPINEPHRINE  INJ  1.8ML  CART 
50/CAN 

CN 

1 

1 

0.74 

0.10 

$36.43 

0.74 

0.10 

$36.43 

G 

6505015056640 

BUPROPION  HYDROCH  TAB  150MG  60S 

BT 

5 

5 

2.75 

0.50 

$577.50 

2.75 

0.50 

$577.50 

G 

6505014983167 

BUPROPION  HYDROCHLORIDE  SR  TABS  150MG 
60S 

BT 

5 

5 

2.75 

0.60 

$620.40 

2.75 

0.60 

$620.40 

A 

6505006874534 

CALAMINE  LOTION  4  OZ  1 18  ML 

BT 

10 

10 

3.30 

1.00 

$11.30 

3.30 

1.00 

$11.30 

A 

6505015037386 

CALCIUM  CHLORIDE  100MG/ML  10ML  10S 

PG 

1 

1 

1.00 

0.69 

$19.80 

1.00 

0.69 

$19.80 

C 

6505011841250 

CARBAMIDE  PEROXIDE  OTIC  0.5FL  OZ 

BT 

6 

1 

0.50 

0.60 

$6.06 

0.08 

0.10 

$1.01 

A 

6505014802501 

CEFAZOLIN  SODIUM  1GM  10ML  VI  25S 

PG 

2 

2 

2.00 

0.60 

$87.28 

2.00 

0.60 

$87.28 

C 

6505012192760 

CEFTRIAXONE  SODIUM  1GM  VI  10S 

PG 

6 

1 

4.18 

9.00 

$2,521.26 

0.70 

1.50 

$420.21 

c 

6505001656545 

CEPHALEXIN  CAP  250MG  100S 

BT 

4 

3 

0.84 

0.40 

$22.76 

0.63 

0.30 

$17.07 

c 

6505015335978 

CETYLPYRIDINIUM  CHLORIDE  LOZ  5.4MG 
CHERRY  18S 

PG 

48 

21 

14.40 

9.60 

$231.36 

2.10 

1.40 

$33.74 

A 

6505012828880 

CHARCOAL  ACTIVATED  SUSP  50GM  240ML 

BT 

3 

3 

2.04 

0.30 

$19.98 

2.04 

0.30 

$19.98 

A 

6505007540280 

CHLORAMPHENICOL  SODIUM  SUCCINATE 

1GM/VI 10S 

PG 

1 

1 

0.13 

0.10 

$37.33 

0.13 

0.10 

$37.33 

C 

6505015501985 

CHLORPHENIRAMINE  MALEATE&PSEUD  4MG 

24S 

PG 

24 

5 

16.32 

2.88 

$205.92 

3.40 

0.60 

$42.90 

B 

6505011875540 

CLINDAMYCIN  INJ  150MG/ML  6ML  VI  25S 

PG 

1 

4 

1.05 

0.10 

$49.27 

4.20 

0.40 

$197.08 

C 

6505010235011 

CLOTRIMAZOLE  CREAM  TOPICAL  1%  15GM 

TU 

24 

18 

2.40 

2.40 

$105.36 

1.80 

1.80 

$79.02 

C 

6505011067281 

CLOTRIMAZOLE  VAGINAL  CREAM  1%  45GM 

TU 

5 

1 

0.95 

0.50 

$16.45 

0.19 

0.10 

$3.29 

C 

6505010628010 

CYCLOBENZAPRINE  HYDROCH  TAB  10MG  100S 

BT 

4 

1 

0.64 

0.69 

$556.68 

0.16 

0.17 

$139.17 

C 

6505010914838 

CYCLOPENTOLATE  HYDROCHLORIDE  1% 

OPHTH  SOLUT  5 

BT 

6 

3 

0.18 

1.29 

$17.82 

0.09 

0.65 

$8.91 

B 

6505014926420 

DEXAMETHASONE  SODIUM  4MG/ML  5ML  VI  25S 

PG 

1 

2 

0.25 

0.35 

$31.62 

0.50 

0.69 

$63.24 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J-4 


Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cl) 

EESP  cost 

C 

6505001068715 

DEXTROAMPHETAMINE  SULFATE  5MG  TAB  100S 
DEXTROMETHORPH  HYDROBROMIDE&GUAIF 

BT 

2 

1 

1.20 

0.20 

$12.88 

0.60 

0.10 

$6.44 

C 

6505013181565 

SYR  118ML 

BT 

24 

19 

15.84 

2.40 

$35.04 

12.54 

1.90 

$27.74 

B 

6505015053476 

DIAZEPAM  INJ  5MG/ML  2  ML  1  OS 

DIAZEPAM  TAB  5MG  INDIVIDUALLY  SEALED 

PG 

1 

2 

0.20 

0.10 

$19.85 

0.40 

0.20 

$39.70 

C 

6505010985802 

100S 

DIBUCAINE  OINTMENT  1%  10Z  TUBE 

PG 

2 

1 

0.80 

0.10 

$4.06 

0.40 

0.05 

$2.03 

B 

6505002999535 

W/APPLICATOR 

TU 

3 

6 

0.30 

0.30 

$13.65 

0.60 

0.60 

$27.30 

A 

6505005317761 

DIGOXIN  INJ  0.25MG/ML  2ML  AMP  10S 

PG 

1 

1 

0.25 

0.61 

$30.98 

0.25 

0.61 

$30.98 

A 

6505013092741 

DILTIAZEM  HYDROCH  CAP  60MG  100S 

BT 

1 

1 

0.11 

0.10 

$69.54 

0.11 

0.10 

$69.54 

A 

6505001169660 

DIMENHYDR1NATE  TAB  50MG  100S 
DIPHENHYDRAMINE  HYDROCH  CAPS  25MG 

BT 

1 

1 

0.10 

0.10 

$2.70 

0.10 

0.10 

$2.70 

A 

6505005824867 

1000S 

BT 

1 

1 

1.20 

0.12 

$13.46 

1.20 

0.12 

$13.46 

A 

6505011534335 

DOXYCYCLINE  HYCLATE  TAB  100MG  500S 

BT 

2 

2 

0.62 

0.20 

$101.10 

0.62 

0.20 

$101.10 

A 

6505011040399 

DROPERIDOL  INJ  2.5MG/ML  2ML  AMP  10S 
EPINEPHRINE  INJ  .1  MG/ML  SYR-NEEDLE  10ML 

PG 

1 

1 

0.14 

0.10 

$9.78 

0.14 

0.10 

$9.78 

B 

6505010932384 

10S 

PG 

2 

4 

2.39 

0.20 

$70.26 

4.79 

0.40 

$140.52 

C 

6505002998760 

EPINEPHRINE  INJ  AQUEOUS  1MG/1ML  AMP  25S 
ERYTHROMYCIN  OPHTHALMIC  OINTMENT 

PG 

2 

1 

0.30 

0.20 

$79.68 

0.15 

0.10 

$39.84 

A 

6505012348144 

5MG/GM  50S 

PG 

1 

1 

0.38 

0.10 

$265.83 

0.38 

0.10 

$265.83 

C 

6505015027737 

ESMOLOL  HYDROCH  INJ  10MG/ML  10ML  VI  25S 

PG 

2 

1 

1.00 

0.40 

$1,465.62 

0.50 

0.20 

$732.81 

A 

6505015334392 

ETOMIDATE  INJ  2  MG/ML  20ML  SDV  VI  10S 

PG 

1 

1 

0.25 

0.15 

$191.70 

0.25 

0.15 

$191.70 

A 

6505014253169 

FAMCICLOVIR  TAB  125MG  30S 

BT 

6 

6 

3.30 

0.66 

$578.82 

3.30 

0.66 

$578.82 

B 

6505010731316 

FENTANYL  CITRATE  INJ  .05  MG/ML  5ML  AMP  10S 

PG 

2 

3 

0.63 

0.03 

$8.14 

0.94 

0.04 

$12.21 

B 

6505013953039 

FLUCONAZOLE  TAB  150MGI.S.  12S 

PG 

2 

7 

0.41 

0.20 

$386.08 

1.45 

0.70 

$1,351.28 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J-5 


Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cf) 

EESP  cost 

A 

6505013548591 

FLUMAZENIL  1NJ  0.1MG/ML  10ML  VI  10S 
FLUOCINONIDE  CREAM  USP  0.05%  TOPICAL 

PG 

1 

1 

0.03 

0.10 

$1,477.71 

0.03 

0.10 

$1,477.71 

A 

6505010674850 

ADMINISTRATION  15GM  COLLAPS 

FLUORESCEIN  SODIUM  OPHTHALMIC  STRIPS 

TU 

6 

6 

0.30 

0.12 

$9.66 

0.30 

0.12 

$9.66 

C 

6505015032390 

IMG  100S 

FLUTICASONE  PROPIONATE  INH  AER 

PG 

3 

1 

0.30 

0.30 

$30.42 

0.10 

0.10 

$10.14 

B 

6505015326924 

110MCG/12GM 

FLUTICASONE  PROPIONATE  INH  AERSOL 

EA 

8 

11 

2.00 

0.80 

$800.56 

2.75 

1.10 

$1,100.77 

B 

6505015326922 

220MCG/12GM 

FLUTICASONE  PROPIONATE  NASAL  SPRAY 

EA 

8 

11 

2.00 

0.80 

$1,236.88 

2.75 

1.10 

$1,700.71 

C 

6505014107226 

16GM 

FOSPHENYTOIN  SODIUM  INJ  50MG/ML  2  ML  VI 

EA 

20 

19 

2.91 

2.00 

$1,199.80 

2.76 

1.90 

$1,139.81 

A 

6505014359293 

25S 

PG 

2 

2 

0.88 

0.40 

$933.28 

0.88 

0.40 

$933.28 

C 

6505010222646 

GENTAMICIN  SULF  OPHTH  SOL  3 MG/ML  5ML 

BT 

10 

5 

0.70 

0.20 

$12.90 

0.35 

0.10 

$6.45 

A 

6505012139514 

GENTAMICIN  SULFATE  INJ  40MG  2ML  VI  25S 

PG 

1 

1 

0.49 

0.10 

$28.68 

0.49 

0.10 

$28.68 

C 

6505004321065 

GENTAMICIN  SULFATE  OPHTH  OINT  3.5GM  TU 

TU 

5 

2 

0.15 

0.10 

$14.40 

0.06 

0.04 

$5.76 

B 

6505014983196 

GLOBULIN  TETANUS  IMM  SYR  250  UNITS  SDV 

EA 

1 

5 

0.07 

0.01 

$102.69 

0.34 

0.05 

$513.45 

C 

6505015390884 

GLYCOPYRROLATE  0.2MG/ML  20ML  VI  10S 
GUAIFENESIN &CODEINE  PHOSPHATE  SYRUP 

PG 

11 

1 

11.00 

1.10 

$154.11 

1.00 

0.10 

$14.01 

B 

6505010980221 

4FL  OZ 

HAEMOPHILUS  B  POLYSACCHARIDE 

BT 

24 

31 

8.23 

2.40 

$79.20 

21.27 

6.20 

$204.60 

G 

6505014926474 

CONJUGATE  VACCINE  5S 

PG 

2 

2 

1.10 

0.24 

$224.30 

1.10 

0.24 

$224.30 

A 

6505002688530 

HALOPERIDOL  INJ  5MG/ML  1ML  AMP  10S 

PG 

1 

1 

0.13 

0.10 

$102.15 

0.13 

0.10 

$102.15 

A 

6505013508164 

HEMORRHOIDAL  SUPPOSITORIES  12S 

HEPARIN  SODIUM  INJ  20000  UNITS/ML  1ML  VI 

PG 

1 

1 

0.85 

0.10 

$87.26 

0.85 

0.10 

$87.26 

A 

6505013667518 

25S 

PG 

1 

1 

0.26 

0.18 

$56.81 

0.26 

0.18 

$56.81 

A 

6505012811247 

HETASTARCH  IN  SOD  CHLOR  INJ  500ML  12S 
HYDROCODONE  BIT ARTRATE&ACET AMIN  TABS 

PG 

1 

1 

15.65 

0.52 

$156.96 

15.65 

0.52 

$156.96 

C 

6505012775327 

I.S.  100 

PG 

5 

2 

0.80 

0.04 

$51.65 

0.32 

0.02 

$20.66 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J-6 


Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cf) 

EESP  cost 

C 

6505011899903 

HYDROCODONE 

BITARTRATE&ACETAMINOPHEN  TAB  100S 

BT 

5 

1 

1.25 

0.50 

$16.05 

0.25 

0.10 

$3.21 

c 

6505009262095 

HYDROCORTISONE  CREAM  1%  1  OZ  (28.35  GM) 

TU 

48 

13 

4.80 

4.80 

$220.32 

1.30 

1.30 

$59.67 

c 

6505001538480 

HYDROGEN  PEROXIDE  TOPICAL  SOL  1PINT  (473 
ML) 

BT 

12 

1 

13.15 

2.40 

$135.24 

1.10 

0.20 

$11.27 

A 

6505015060484 

HYDROXYZINE  HYDROCH  INJ  50MG/ML  10ML  VI 
25S 

PG 

1 

1 

1.00 

0.20 

$19.79 

1.00 

0.20 

$19.79 

A 

6505005799717 

HYDROXYZINE  HYDROCH  TAB  25MG  500S 

BT 

1 

1 

0.95 

0.24 

$286.38 

0.95 

0.24 

$286.38 

C 

6505012149062 

IBUPROFEN  TAB  800  MG  500S 

BT 

10 

1 

14.26 

1.00 

$1,242.60 

1.43 

0.10 

$124.26 

A 

6505013324794 

IMIPEN  EM&CILAST  AT  IN  SOD  INJ  500MG/500MG 
25S 

PG 

1 

1 

3.75 

0.20 

$602.07 

3.75 

0.20 

$602.07 

A 

6505014470084 

INDINAVIR  SULFATE  CAP  400MG  180S 

BT 

1 

1 

0.50 

1.41 

$483.09 

0.50 

1.41 

$483.09 

C 

6505011909248 

INSULIN  HUMAN  INJ  MOD  100  UNITS/ML  10ML 

VI 

VI 

4 

1 

0.60 

0.40 

$40.04 

0.15 

0.10 

$10.01 

C 

6505012171244 

INSULIN  HUMAN  ISOPHANE  SUSP  100  UN/ML 

10ML  VI 

VI 

4 

1 

0.40 

0.40 

$68.16 

0.10 

0.10 

$17.04 

c 

6505015369470 

IPRATROPIUM  BROMIDE  INHAL  AERO  13GM 
200SPRAYS 

EA 

6 

1 

6.00 

1.20 

$611.58 

1.00 

0.20 

$101.93 

c 

6505014437083 

ISOFLURANE  100ML  BT  6S 

PG 

2 

1 

7.57 

0.34 

$146.06 

3.78 

0.17 

$73.03 

c 

6505010719112 

ISOMETHEPT  MUCATE  ACET AMIN/DICHLOR 

CAPS  100S 

BT 

3 

1 

1.80 

0.30 

$27.96 

0.60 

0.10 

$9.32 

G 

6505001326904 

ISONIAZID  TAB  300  MG  100S 

BT 

1 

1 

0.29 

0.10 

$26.31 

0.29 

0.10 

$26.31 

C 

6505013391909 

KETAMINE  HCL  INJ  10ML  VI  10S 

PG 

2 

1 

0.10 

0.32 

$149.88 

0.05 

0.16 

$74.94 

C 

6505012729401 

KETOCONAZOLE  CREAM  2%  15GM  TUBE 

TU 

10 

1 

2.00 

1.00 

$60.90 

0.20 

0.10 

$6.09 

B 

6505014821064 

KETOROLAC  TROMETHAMINE  INJ  30MG/ML  1ML 
10S 

PG 

4 

8 

1.60 

0.40 

$228.24 

3.20 

0.80 

$456.48 

A 

6505013575366 

KETOROLAC  TROMETHAMINE  TAB  10MG  100S 

BT 

1 

1 

0.11 

0.10 

$32.39 

0.11 

0.10 

$32.39 

G 

6505014629945 

LAMIVUDINE  AND  ZIDOVUDINE  CAP  60S 

BT 

2 

2 

1.10 

0.20 

$1,769.38 

1.10 

0.20 

$1,769.38 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J-7 


Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cf) 

EESP  cost 

C 

6505015419595 

LEVALBUTEROL  TARTRATE  45MCG  1NH 
W/ADAPT  15GM 

PG 

24 

11 

7.92 

2.64 

$555.84 

3.63 

1.21 

$254.76 

c 

6505014448356 

LEVOFLOXACIN  1NJ  25MG/ML  20ML  SDV  20S 

VI 

20 

5 

10.00 

4.00 

$471.60 

2.50 

1.00 

$117.90 

c 

6505014446633 

LEVOFLOXACIN  TAB  250  MG  100S 

PG 

5 

2 

2.75 

0.60 

$1,507.50 

1.10 

0.24 

$603.00 

c 

6505014446632 

LEVOFLOXACIN  TAB  500  MG  50S 

BT 

8 

1 

4.80 

0.46 

$1,206.00 

0.60 

0.06 

$150.75 

G 

6505012240176 

LEVONORGESTREL  AND  ETHINYL  ESTRADIOL 
TABLETS 

PG 

6 

6 

2.70 

0.60 

$40.74 

2.70 

0.60 

$40.74 

A 

6505011065499 

LIDOCAINE  2%HYDROCH  INJ  10ML  5S 

PG 

2 

2 

0.58 

0.20 

$37.26 

0.58 

0.20 

$37.26 

A 

6505005843131 

LIDOCAINE  HCL  JELLY  2%  30ML 

TU 

1 

1 

0.12 

0.10 

$2.42 

0.12 

0.10 

$2.42 

C 

6505005986116 

LIDOCAINE  HYDROCH  INJ  1.0%/ML  50ML 

BT 

24 

10 

5.98 

2.40 

$461.28 

2.49 

1.00 

$192.20 

G 

6505007854357 

LIDOCAINE  OINTMENT  5%  35GM 

TU 

4 

4 

0.52 

1.16 

$9.20 

0.52 

1.16 

$9.20 

C 

6505012750061 

LISINOPRIL  TAB  10MG  100S 

BT 

10 

2 

0.90 

1.00 

$1,460.10 

0.18 

0.20 

$292.02 

C 

6505010666568 

LOPERAMIDE  HYDROCH  CAPS  2MG  100S 

BT 

4 

3 

0.40 

0.40 

$27.56 

0.30 

0.30 

$20.67 

C 

6505013771432 

LORATADINE  TAB  10MG  100S 

BT 

4 

1 

3.56 

0.80 

$411.08 

0.89 

0.20 

$102.77 

B 

6505001507622 

LUBRICANT  OPHTHALMIC  TOPICAL  1/80Z 

TU 

4 

19 

0.40 

0.40 

$43.32 

1.90 

1.90 

$205.77 

A 

6505001117829 

LUBRICANT  SURGICAL  5  GRAM  144S 

PG 

1 

1 

0.93 

0.10 

$25.05 

0.93 

0.10 

$25.05 

B 

6505011253253 

MANNITOL  INJ  25%  50ML  SINGLE  DOSE  VI  25S 

PG 

1 

3 

0.19 

0.10 

$35.91 

0.58 

0.30 

$107.73 

G 

6505013881364 

MEBENDAZOLE  TAB  100MG  I.S.  12S 

PG 

3 

3 

0.22 

0.30 

$129.75 

0.22 

0.30 

$129.75 

A 

6505009262111 

MECLIZINE  HYDROCH  TAB  CHEW  25  MG  100S 

BT 

1 

1 

0.11 

0.10 

$5.73 

0.11 

0.10 

$5.73 

G 

6505014257573 

MENINGOCOCCAL  POLYSACCHARIDE  VAC  GRP 
A,C,Y&W-135  COMB 

EA 

2 

2 

1.10 

0.02 

$187.56 

1.10 

0.02 

$187.56 

C 

6505015054693 

MEPERIDINE  HYDROCH  INJ  100MG/ML  1ML  10S 

PG 

12 

2 

6.60 

1.80 

$97.20 

1.10 

0.30 

$16.20 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J-8 


Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cf) 

EESP  cost 

C 

6505015055812 

MEPERIDINE  HYDROCH  1NJ  50MG/ML  1ML  10S 
MEPIVACAINE  HCL&LEV ONORDEFR1N 

PG 

12 

2 

6.60 

1.80 

$92.88 

1.10 

0.30 

$15.48 

A 

6505008237942 

1.8MLCART  50S 

PG 

1 

1 

0.38 

0.10 

$37.50 

0.38 

0.10 

$37.50 

A 

6505014139610 

METFORMIN  HYDROCHLORIDE  TAB  500MG  100S 

BT 

2 

2 

0.20 

0.20 

$213.82 

0.20 

0.20 

$213.82 

A 

6505006601601 

METHOCARBAMOL  TAB  500MG  500S 
METHYLPREDN1S  SOD  SUCC  INJ  2GRAMS  IN 

BT 

1 

1 

0.78 

0.10 

$43.31 

0.78 

0.10 

$43.31 

C 

6505012321987 

50ML  VI 

METHYLPREDNISOLONE  SOD  SUCCIN  FOR  INJ 

PG 

2 

1 

1.00 

0.20 

$86.46 

0.50 

0.10 

$43.23 

A 

6505011080808 

1000MG 

CO 

1 

1 

0.12 

0.10 

$22.19 

0.12 

0.10 

$22.19 

A 

6505012683738 

METOCLOPRAMIDE  INJ  5MG/ML  2ML  VI  25S 

PG 

1 

1 

1.00 

0.10 

$14.04 

1.00 

0.10 

$14.04 

A 

6505011309358 

METOCLOPRAMIDE  TAB  10MG  100S 

BT 

1 

1 

0.18 

0.10 

$2.96 

0.18 

0.10 

$2.96 

C 

6505010906797 

METOPROLOL  TARTRATE  TAB  50MG  100S 

BT 

10 

2 

3.40 

1.00 

$46.50 

0.68 

0.20 

$9.30 

B 

6505015431662 

METRONIDAZOLE  5MG/ML  100ML  BAG  24S 

PG 

1 

2 

1.35 

0.25 

$2.52 

2.70 

0.50 

$5.04 

B 

6505008901840 

METRONIDAZOLE  TAB  250MG  250S 

BT 

1 

3 

0.26 

0.10 

$134.16 

0.79 

0.30 

$402.48 

C 

6505012444736 

MIDAZOLAM  HYDROCH  INJ  5MG/ML  1ML  VI  10S 

PG 

4 

3 

0.72 

0.40 

$70.16 

0.54 

0.30 

$52.62 

C 

6505001487263 

MILK  OF  MAGNESIA  12  FL  OZ  (355  ML) 

BT 

3 

1 

2.10 

0.36 

$4.92 

0.70 

0.12 

$1.64 

B 

6505015055813 

MORPHINE  SULFATE  INJ  10MG/ML  1ML  10S 

PG 

4 

10 

1.00 

0.60 

$41.16 

2.50 

1.50 

$102.90 

C 

6505015090677 

MOXIFLOX  OPHTHAHLORIDE  5MG/ML  0.5%  3 ML 
NAPHAZOLINE  HCL&PHENIRAMINE  MAL  OPHT 

BT 

6 

1 

0.60 

0.60 

$762.06 

0.10 

0.10 

$127.01 

C 

6505015331574 

SOL  15ML 

BT 

20 

15 

2.00 

2.00 

$268.80 

1.50 

1.50 

$201.60 

A 

6505011868758 

NAPROXEN  TAB  500  MG  500S 

NEOMYCIN  POLYMY  HYDROCORT  OTIC  SOL 

BT 

1 

1 

1.10 

1.10 

$42.70 

1.10 

1.10 

$42.70 

A 

6505010141378 

10ML 

NEOSTIGMINE  METHYLSULFATE  INJ  1  MG/ML 

BT 

1 

1 

0.13 

0.10 

$1.34 

0.13 

0.10 

$1.34 

A 

6505014977913 

10ML  10S 

PG 

1 

1 

0.50 

0.50 

$54.18 

0.50 

0.50 

$54.18 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J-9 


Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cf) 

EESP  cost 

G 

6505014813146 

NICOTINE  POLACRILEX  GUM  2MG  108S 

KT 

2 

2 

1.50 

0.30 

$95.26 

1.50 

0.30 

$95.26 

G 

6505015050859 

NICOTINE  POLACRILEX  GUM  4  MG  48S 

KT 

2 

2 

1.50 

0.30 

$75.00 

1.50 

0.30 

$75.00 

G 

6505014464897 

NICOTINE  TRANSDERMAL  SYSTEM  14MG  7S 

PG 

5 

5 

3.75 

0.75 

$112.05 

3.75 

0.75 

$112.05 

G 

6505014464896 

NICOTINE  TRANSDERMAL  SYSTEM  21MG  7S 

PG 

5 

5 

3.75 

0.75 

$175.35 

3.75 

0.75 

$175.35 

G 

6505014464900 

NICOTINE  TRANSDERMAL  SYSTEM  7MG  7S 

PG 

5 

5 

3.75 

0.75 

$112.05 

3.75 

0.75 

$112.05 

C 

6505014860542 

NITROGLYCERIN  LINGUAL  AEROSOL  0.4MG 

EA 

5 

1 

2.50 

0.50 

$145.05 

0.50 

0.10 

$29.01 

C 

6505011533379 

NITROGLYCERIN  TAB  0.4MG  25  TABS  4S 
NORETHINDRONE  &  ETHINTL  ESTRADIOL  TAB 

PG 

2 

1 

0.38 

0.20 

$28.50 

0.19 

0.10 

$14.25 

G 

6505015062659 

168S 

ONDANSETRON  HYDROCH  INJ  2MG/ML  2ML  VI 

PG 

3 

3 

1.65 

0.30 

$735.57 

1.65 

0.30 

$735.57 

A 

6505013945963 

5S 

PG 

2 

2 

2.30 

0.20 

$219.84 

2.30 

0.20 

$219.84 

B 

6505015312720 

OPHTHALMIC  IRRIGATION  120  ML 

OXYCODONE  AND  ACETAMINOPHEN  TABLETS 

BT 

4 

13 

0.44 

0.24 

$25.64 

1.43 

0.78 

$83.33 

C 

6505013625340 

USP  100S 

OXYMETAZOLINE  HYDROCH  NASAL  SOLUTION 

PG 

4 

1 

0.44 

0.04 

$129.56 

0.11 

0.01 

$32.39 

C 

6505008694177 

15ML 

PENICILLIN  V  POTASSIUM  TAB  400000  UNITS 

BT 

48 

19 

4.80 

4.80 

$49.92 

1.90 

1.90 

$19.76 

D 

6505001490141 

100S 

BT 

8 

0 

1.60 

0.00 

$0.00 

0.00 

0.00 

$0.00 

A 

6505001178579 

PENICILLIN  V  POTASSIUM  TAB  400000UNIT  400S 

PG 

8 

8 

0.80 

8.00 

$850.24 

0.80 

8.00 

$850.24 

A 

6505013218812 

PERMETHRIN  CREAM  60GM  TUBE 

TU 

5 

5 

0.83 

0.50 

$165.10 

0.83 

0.50 

$165.10 

A 

6505012564972 

PERMETHRIN  CREAM  RINSE  0.100%  2FL  OZ 

BT 

5 

5 

1.03 

0.50 

$34.35 

1.03 

0.50 

$34.35 

G 

6505002545527 

PETROLATUM  WHITE  1  OZ  (28.35  GM) 

TU 

5 

5 

0.50 

0.50 

$2.20 

0.50 

0.50 

$2.20 

B 

6505001388461 

PHENAZOPYRIDINE  HYDROCH  TAB  100MG  100S 

BT 

1 

3 

0.90 

0.10 

$58.08 

2.70 

0.30 

$174.24 

A 

6505001049320 

PHENYLEPHRINE  HYDROCH  INJEC  1%  1  ML  25S 

PG 

1 

1 

0.44 

0.10 

$118.14 

0.44 

0.10 

$118.14 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J- 1 0 


Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cf) 

EESP  cost 

G 

6505010920391 

PNEUMOCOCCAL  VACCINE  POLYVALENT  2.5 

ML  5/ VI  5S 

VI 

2 

2 

0.20 

0.24 

$212.82 

0.20 

0.24 

$212.82 

A 

6505013740524 

POTASSIUM  CHLORIDE  INJ  CONC  50ML  BAG  24S 

PG 

1 

1 

8.75 

0.16 

$60.78 

8.75 

0.16 

$60.78 

C 

6505011684445 

PRAZIQUANTEL  TAB  600MG  6S 

BT 

6 

2 

0.32 

0.60 

$362.46 

0.11 

0.20 

$120.82 

C 

6505001335843 

PREDNISOLONE  ACETATE  OPHTHALMIC  1%  5 

ML 

BT 

6 

4 

0.60 

0.60 

$148.62 

0.40 

0.40 

$99.08 

A 

6505012308725 

PREDNISONE  TAB  20MG  I.S.100S 

PG 

1 

1 

0.55 

0.10 

$9.47 

0.55 

0.10 

$9.47 

A 

6505012408703 

PROCAINAMIDE  HYDROCH  INJ  100MG/ML  10ML 
VI25S 

PG 

1 

1 

2.07 

0.10 

$21.15 

2.07 

0.10 

$21.15 

B 

6505006807352 

PROMETHAZINE  HYDROCH  INJ  25MG/ML  1ML 
AMP  25S 

PG 

2 

4 

0.51 

0.20 

$44.26 

1.01 

0.40 

$88.52 

C 

6505014348622 

PROPOFOL  INJ  10MG/ML  50ML  VI  20S 

PG 

2 

1 

13.64 

0.78 

$191.22 

6.82 

0.39 

$95.61 

C 

6505015598774 

PSEUDOEPHEDRINE 

HYDROCHLORIDE/GUAIFENESIN  EXTENDED- 
RELEASE  18S 

PG 

30 

26 

10.50 

3.30 

$179.40 

9.10 

2.86 

$155.48 

A 

6505006873570 

PYRIDOXINE  HYDROCH  TAB  50MG  1000S 

BT 

1 

1 

1.20 

0.10 

$8.90 

1.20 

0.10 

$8.90 

A 

6505014939575 

RABEPRAZOLE  SODIUM  TAB  20MG  90S 

BT 

4 

4 

2.20 

0.48 

$1,338.24 

2.20 

0.48 

$1,338.24 

B 

6505012085955 

RANITIDINE  INJ  25MG/ML  2ML  SINGLE  DOSE  VI 
10S 

PG 

2 

3 

0.40 

0.20 

$24.70 

0.60 

0.30 

$37.05 

C 

6505011607702 

RANITIDINE  TAB  150MG  60S 

BT 

12 

2 

1.06 

1.20 

$1,327.56 

0.18 

0.20 

$221.26 

B 

6505014776768 

RETAPLASE  RECOMBINATION  2  DOSES/KIT 

KT 

1 

5 

0.21 

0.17 

$4,191.66 

1.05 

0.85 

$20,958.30 

C 

6505014623025 

RINGER'S  INJ  LACTATED  1000ML  14S 

PG 

6 

2 

179.05 

18.00 

$142.14 

59.68 

6.00 

$47.38 

C 

6505015093593 

ROSIGLITAZONE  MALEATE  TAB  2MG  60S 

BT 

2 

1 

1.10 

0.24 

$349.30 

0.55 

0.12 

$174.65 

A 

6505010880499 

SCOPOLAMINE  HYDROBROM  INJ  0.4MG/ML  1ML 
VI25S 

PG 

1 

1 

0.36 

0.10 

$135.35 

0.36 

0.10 

$135.35 

B 

6505002998671 

SELENIUM  SULFIDE  LOTION  2.5%  TOPICAL 

120ML 

BT 

4 

13 

1.35 

0.40 

$12.08 

4.38 

1.30 

$39.26 

C 

6505015356108 

SERTRALINE  HYDROCH  TAB  100MG  30S 

BT 

15 

1 

5.25 

1.65 

$393.30 

0.35 

0.11 

$26.22 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J- 1 1 


Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cf) 

EESP  cost 

B 

6505013719633 

SIMETHICONE  TAB  80MG  100S 

PG 

1 

2 

1.50 

0.15 

$4.88 

3.00 

0.30 

$9.76 

A 

6505011541748 

SOD  CHLOR  INHALATION  SOLUTION  5ML  100S 

PG 

1 

1 

1.71 

0.10 

$11.46 

1.71 

0.10 

$11.46 

A 

6505013308924 

SOD  CHLOR  INJ  0.9%  100ML  BAG  64S 

PG 

1 

1 

13.00 

2.00 

$85.44 

13.00 

2.00 

$85.44 

A 

6505012870626 

SOD  CHLOR  INJ  0.9%  10ML  VI  25S 

PG 

1 

1 

0.25 

0.00 

$6.77 

0.25 

0.00 

$6.77 

B 

6505012910333 

SOD  CHLOR  INJ  500  ML  24S 

PG 

1 

3 

0.55 

0.10 

$50.61 

1.65 

0.30 

$151.83 

A 

6505013308926 

SOD  CHLOR  IRRIGATION  0.9%  1000ML  16S 

PG 

3 

3 

99.00 

9.00 

$73.44 

99.00 

9.00 

$73.44 

A 

6505001394561 

SODIUM  BICARBONATE  INJ  50ML  10S 

PG 

1 

1 

1.30 

0.30 

$17.17 

1.30 

0.30 

$17.17 

C 

6505013306269 

SODIUM  CHLORIDE  FOR  INJ  1000ML  BAG  12S 
SODIUM  CITRATE  &  CITRIC  ACID  ORAL  SOL 

PG 

6 

3 

144.00 

18.00 

$69.48 

72.00 

9.00 

$34.74 

G 

6505012292151 

500ML 

BT 

1 

1 

1.05 

0.20 

$10.17 

1.05 

0.20 

$10.17 

B 

6505010095019 

SODIUM  NITROPRUSSIDE  50  MG 
SUCCINYLCHOLINE  CHLORIDE  20MG/ML  10ML 

BT 

3 

5 

0.30 

0.30 

$16.47 

0.50 

0.50 

$27.45 

C 

6505014171254 

VI25S 

PG 

2 

1 

2.00 

0.40 

$115.08 

1.00 

0.20 

$57.54 

B 

6505011230984 

SUCRALFATE  TAB  1GM  100S 

BT 

1 

4 

1.00 

0.10 

$96.02 

4.00 

0.40 

$384.08 

C 

6505012804733 

SULFADIAZINE  SILVER  CREAM  1%  85GM 
SULFADIAZINE  SILVER  CREAM  1%  TOPICAL 

TU 

20 

6 

3.00 

2.00 

$107.80 

0.90 

0.60 

$32.34 

B 

6505005607331 

400GM 

JR 

3 

15 

3.05 

0.45 

$48.30 

15.24 

2.25 

$241.50 

C 

6505015319924 

SUMATRIPTAN  SUCCINATE  TAB  100MG  9S 

PG 

5 

2 

1.50 

3.78 

$410.50 

0.60 

1.51 

$164.20 

G 

6505015063435 

SUNSCREEN  PREPARATION  SPF-30  40Z 

EA 

3 

3 

0.93 

0.30 

$10.05 

0.93 

0.30 

$10.05 

A 

6505013679542 

TEMAZEPAM  CAPS  15MG  100S 

PG 

1 

1 

0.45 

0.01 

$17.04 

0.45 

0.01 

$17.04 

A 

6505012812852 

TERAZOSIN  HYDROCH  CAP  IMG  100S 
TERBINAFINE  CREAM  1%  TOPICAL  30  GM 

BT 

1 

1 

0.06 

0.10 

$7.95 

0.06 

0.10 

$7.95 

C 

6505015783176 

LAMISIL 

TU 

12 

8 

6.60 

1.44 

$122.28 

4.40 

0.96 

$81.52 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 


EMEDS+25  Materiel  Solutions  J-12 


Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cf) 

EESP  cost 

C 

6505005824737 

TETRACAINE  HYDROCH  OPHTH  SOLUTION  0.5% 
15  ML 

BT 

5 

1 

1.00 

0.73 

$9.25 

0.20 

0.15 

$1.85 

A 

6505009634924 

TETRACYCLINE  HYDROCH  CAPS  250MG  1000S 

BT 

1 

1 

0.13 

0.10 

$70.76 

0.13 

0.10 

$70.76 

C 

6505010696519 

TIMOLOL  MALEATE  OPHTHALMIC  SOLUTION 
5ML 

BT 

5 

3 

0.50 

0.50 

$7.05 

0.30 

0.30 

$4.23 

C 

6505011468755 

TOBRAMYCIN  OPHTHALMIC  OINTMENT  3.5GM 
TUBE 

TU 

5 

4 

1.00 

0.50 

$267.85 

0.80 

0.40 

$214.28 

C 

6505014807897 

TOLNAFTATE  POWDER  USP  ATHLETE  FOOT 
JOCK  ITCH 

BT 

72 

18 

82.80 

10.80 

$140.40 

20.70 

2.70 

$35.10 

C 

6505014960802 

TRAMADOL  AND  ACETAMINOPHEN  100S 

BT 

3 

1 

1.65 

0.36 

$301.74 

0.55 

0.12 

$100.58 

A 

6505015152457 

TRIAMCINOLONE  ACETO  NASAL  SPRAY 

BT 

10 

10 

5.50 

1.20 

$825.00 

5.50 

1.20 

$825.00 

B 

6505006828194 

TRIAMCINOLONE  ACETONIDE  CREAM  0.1%  15 
GM 

TU 

12 

13 

1.20 

1.20 

$9.24 

1.30 

1.30 

$10.01 

G 

6505009268913 

TRIAMCINOLONE  ACETONIDE  DENTAL  PASTE 
5GM 

TU 

10 

10 

1.00 

1.74 

$329.80 

1.00 

1.74 

$329.80 

B 

6505012478801 

VANCOMYCIN  HYDROCH  1GM  VI  10S 

PG 

1 

3 

0.61 

0.10 

$57.45 

1.82 

0.30 

$172.35 

A 

6505012580983 

VECURONIUM  BROMIDE  INJ  10MG/ML  10ML  VI 
10S 

PG 

1 

1 

0.45 

0.10 

$33.21 

0.45 

0.10 

$33.21 

C 

6505015435664 

VENLAFAXINE  HYDROCHLOR  EXT  RELEASE  24- 
HRS  90 

BT 

10 

1 

10.00 

3.00 

$2,363.10 

1.00 

0.30 

$236.31 

A 

6505012717667 

VERAPAMIL  HYDROCH  EXT-REL  TAB  240MG 
100S 

BT 

1 

1 

3.04 

0.20 

$26.46 

3.04 

0.20 

$26.46 

A 

6505009824229 

WARFARIN  SODIUM  TAB  5MG  100S 

BT 

1 

1 

0.22 

0.10 

$20.31 

0.22 

0.10 

$20.31 

C 

6505012870627 

WATER  FOR  INJ  10ML  SINGLE  DOSE  25S 

PG 

2 

1 

2.70 

0.40 

$19.44 

1.35 

0.20 

$9.72 

C 

6505013308932 

WATER  FOR  IRRIGATION  1000ML  16S 

PG 

3 

1 

99.00 

9.00 

$90.75 

33.00 

3.00 

$30.25 

G 

6505001501990 

ZINC  OXIDE  OINTMENT  1  OZ  (28.35  GM) 

TU 

10 

10 

1.00 

1.00 

$20.40 

1.00 

1.00 

$20.40 

Consumables 

C 

6505014354312 

ZOLPIDEM  TARTRATE  TAB  10  MG  100S 

PG 

2 

1 

0.70 

0.20 

$584.56 

0.35 

0.10 

$292.28 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 
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Status 

NSN 

Supply  description 

UI 

938CE 

qty 

EESP 

qty 

938CE 
wt  (lbs) 

938CE 
cube  (cf) 

938CE 

cost 

EESP  wt 
(lbs) 

EESP 
cube  (cf) 

EESP  cost 

A 

6515015480051 

ADHESIVE  TISSUE  OCTYLCYAN  TIP  0.5MM  12S 
CONDOM  PROPHYLUBRICATED  W/RECEPTACLE 

PG 

1 

1 

1.00 

0.10 

$336.63 

1.00 

0.10 

$336.63 

G 

6515001178416 

END  144S 

PG 

2 

2 

2.20 

0.40 

$48.72 

2.20 

0.40 

$48.72 

G 

7690012545797 

LABEL  DO  NOT  DRINK  ALCOHOLIC  BEV  1000S 

RO 

1 

1 

2.00 

0.10 

$21.38 

2.00 

0.10 

$21.38 

G 

7690012549545 

LABEL  DO  NOT  TAKE  DAIRY  PROD  ANT  1000S 

RO 

1 

1 

2.00 

0.10 

$13.50 

2.00 

0.10 

$13.50 

G 

7690012574639 

LABEL  MAY  CAUSE  DISCOLORATION  1000S 

RO 

1 

1 

2.00 

0.10 

$6.83 

2.00 

0.10 

$6.83 

G 

7690012624496 

LABEL  MAY  CAUSE  DROWSINESS  1000S 

RO 

1 

1 

2.00 

0.10 

$9.98 

2.00 

0.10 

$9.98 

G 

7690012556309 

LABEL  MED  TAKE  W/WATER  1000S 

RO 

1 

1 

2.00 

0.10 

$9.00 

2.00 

0.10 

$9.00 

G 

7690012552831 

LABEL  PAPER  1.5X.375IN  FED.  1000S 

LABEL  PAPER  LEGEND  RED  WHITE  A8  RECTANG 

RO 

1 

1 

2.00 

0.10 

$12.00 

2.00 

0.10 

$12.00 

G 

7690012273544 

1000S 

LABEL  PAPER  RED  ADH  PRESSURE  SENSITIVE 

RO 

1 

1 

0.80 

0.10 

$8.69 

0.80 

0.10 

$8.69 

G 

7690011885312 

1000S 

PG 

1 

1 

2.50 

0.29 

$8.69 

2.50 

0.29 

$8.69 

G 

7690012556786 

LABEL  RECT  USE  1000S 

RO 

1 

1 

2.00 

0.10 

$22.50 

2.00 

0.10 

$22.50 

G 

7690012610439 

LABEL  TAKE  W/FOOD/MILK  1000S 

RO 

1 

1 

2.00 

0.10 

$9.98 

2.00 

0.10 

$9.98 

G 

7530011728862 

LABEL  WHITE  1.75INX  2.75IN  1000S 

PG 

1 

1 

8.00 

0.35 

$27.38 

8.00 

0.35 

$27.38 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 
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Appendix  K. 

Logistics  Allowance  Standard  Recommended  Configuration 


938CK  EESP 

938CK  wt 

938CK  cube 

938CK 

EESP  wt 

EESP  cube 

EESP 

Status 

NSN 

Supply  description 

UI 

qty  qty 

(lbs) 

(cu  ft) 

cost 

(lbs) 

(cu  ft) 

cost 

Equipment 

BAG  LAUNDRY  46X25IN  COTTON 

A 

8465006560816 

DUCK  NATURAL  COLOR 

BLANKET  BED  90X66IN  SOLID  WOOL 

EA 

1 

1 

3.75 

0.19 

$29.50 

3.75 

0.19 

$29.50 

A 

7210007157985 

OLIVE/GREEN 

BLANKET  BED  COTTON  THERMAL 

EA 

10 

10 

46.70 

3.60 

$433.40 

46.70 

3.60 

$433.40 

A 

7210001395779 

WHITE  66X90  IS 

FORCEPS  HEMO  KELLY  5.25-5.75IN 

EA 

10 

10 

33.70 

5.70 

$78.10 

33.70 

5.70 

$78.10 

A 

6515003343800 

SLIGHT  CURV 

FORCEPS  HEMO  ROCH-PEAN  6- 

EA 

3 

3 

0.45 

0.30 

$81.69 

0.45 

0.30 

$81.69 

A 

6515003344300 

6.50IN  1 .875QTR-CRV 

FORCEPS  TRACHEAL  TUBE  MAGILL 

EA 

1 

1 

0.11 

0.10 

$9.59 

0.11 

0.10 

$9.59 

A 

6515003323300 

FENESTRATED 

HANDLE  SURGICAL  KNIFE  DET 

EA 

1 

1 

0.20 

0.20 

$137.21 

0.20 

0.20 

$137.21 

A 

6515003447800 

BLADE  3  NARROW  NOSE 

HOLDER  SUTURE  NDL  HEGAR-MAYO 

EA 

1 

1 

0.10 

0.11 

$5.52 

0.10 

0.11 

$5.52 

A 

6515003419100 

6  INCH  CENTRA 

LARYNGOSCOPE  MAC  INF/ADL  4  DET 

EA 

1 

1 

0.19 

0.10 

$27.74 

0.19 

0.10 

$27.74 

A 

6515006165052 

BLADES  W/BTRY 

EA 

1 

1 

3.00 

1.00 

$41.45 

3.00 

1.00 

$41.45 

A 

6515009357138 

SCISSOR  BANDAGE  ANGLED  7.25IN 

EA 

1 

1 

0.25 

0.12 

$12.79 

0.25 

0.12 

$12.79 

A 

6515003638840 

SCISSOR  BANDAGE  ANGLED  7IN 
SPECTACLES  PROTECT  UNIV  SZ 

EA 

4 

4 

0.84 

0.40 

$48.16 

0.84 

0.40 

$48.16 

A 

6540013951575 

CLEAR 

SPHYGMOMANOMETER  ANEROID 

EA 

20 

20 

8.00 

0.04 

$87.60 

8.00 

0.04 

$87.60 

A 

6515010394884 

300MM 

STETHOSCOPE  LITTMAN  CLASSIC  II 

EA 

4 

4 

3.84 

0.40 

$63.00 

3.84 

0.40 

$63.00 

A 

6515013146694 

28IN 

EA 

4 

4 

3.44 

1.00 

$197.64 

3.44 

1.00 

$197.64 

Consumables 

BAG  PRESSURE  INFUSION  1000ML 

C 

6515013937060 

200/BX  5  BX  5S 

BASIN  WASH  8  QUART 

PG 

2 

1 

0.30 

0.40 

$177.00 

0.15 

0.20 

$88.50 

B 

6530014619017 

RECTANGULAR  MAUVE  50S 

PG 

1 

9 

1.15 

0.15 

$34.91 

10.35 

1.35 

$314.19 

A 

6135009857846 

BATTERY  NONRECHARGEABLE  1.5  V 

PG 

1 

1 

1.85 

0.10 

$7.76 

1.85 

0.10 

$7.76 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 
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Status 

NSN 

Supply  description 

UI 

938CK 

qty 

EESP 

qty 

938CK  wt 
(lbs) 

938CK  cube 
(cu  ft) 

938CK 

cost 

EESP  wt 
(lbs) 

EESP  cube 
(cu  ft) 

EESP 

cost 

A 

6135009002139 

CELL  C 12S 

BATTERY  NON  RE  CHARGEABLE  9V 

12S 

PG 

2 

2 

2.50 

0.20 

$23.44 

2.50 

0.20 

$23.44 

C 

7210009356666 

BLANKET  CASUALTY  PLAST  FILM  & 
ALUM  95X56IN 

EA 

7 

2 

1.12 

0.07 

$29.61 

0.32 

0.02 

$8.46 

B 

6515003245500 

DEPRESSOR  TONGUE  6X0.75X0.062IN 
STRAIGHT  100S 

PG 

1 

3 

0.67 

0.10 

$3.08 

2.00 

0.30 

$9.24 

B 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX 
NITRMED  100S 

PG 

3 

7 

3.99 

0.51 

$51.69 

9.31 

1.19 

$120.61 

C 

6515014915719 

GLOVE  PATIENT  EXAM  PURPLE  SZ  10 
LARGE  100S 

PG 

10 

6 

2.90 

2.70 

$170.00 

1.74 

1.62 

$102.00 

B 

6515014618939 

GLOVE  PATIENT  EXAM  SM  N-DEX 
NIRTILE  RBBR  100S 

PG 

5 

7 

5.00 

0.50 

$46.90 

7.00 

0.70 

$65.66 

C 

6515015261627 

NEEDLE  HYPO  22GAX1.5IN  SAFETY 
SHIELDING  50S 

PG 

2 

1 

2.44 

0.30 

$44.00 

1.22 

0.15 

$22.00 

B 

6510007863736 

PAD  ISOPROPYL  ALCOHOL 
IMPREGNATED  WHITE  200S 

PG 

3 

4 

3.00 

0.30 

$8.70 

4.00 

0.40 

$11.60 

C 

7520009357136 

PEN  BALL-POINT  BLACK  MED  POINT 
RETRACT  12S 

DZ 

6 

1 

2.16 

0.86 

$28.86 

0.36 

0.14 

$4.81 

B 

6515007540412 

SYRINGE  HYPO  10ML  CAP  LUER  SLIP 
W/O  NDL  100S 

PG 

1 

2 

0.70 

0.34 

$16.43 

1.40 

0.69 

$32.86 

Note.  A  =  quantity  unchanged;  B  =  quantity  increase;  C  =  quantity  decrease;  D  =  delete;  E  =  add,  deleted  replacement  item;  F  =  add  new  item;  G  =  not  modeled 
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